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PREFACE 



These Orders and Regulations have been collected and 
arranged by Sergeant-Major F. W. Sibbald, to assist 
those Officers who instruct in Signalling in various parts 
of the World, and to whom access to all the different 
Army Forms, Circular Memoranda, Royal Warrants, Pay 
Regulations, Ac, is not only difficult, but frequently 
unattainable. 

As a book of reference to those so employed it must 
prove most useful. 

The book has been carefully revised, and all extracts 
may be taken as absolutely correct. 

FRED. C. KEYSER, CoUmel, 

Inspector of Signalling. 

August, 1889. 
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SIGNALLING REGULATIONS. 



Queen's Regulations. (Sec VH)— Army Signalling. 



Instpuctops I 
Assistant 
structops. 



Theip Selection. 



Thelp Employ- 
ment. 



192. One ofl&cer as instructor, and two non- 
commissioned officers as assistant instructors 
in Army Signalling, will be appointed to each 
regiment of cavalry and battalion of infantry, 
and one non-commissioned officer of artillery 
as assistant instructor for each lieutenant 
colonel's commaad, and one for each battery of 
garrison artillery stationed separately. They 
must have obtained certificates of qualification 
from the School of Army Signalling at 
Aldershot, and these certificates are to be con- 
sidered as their appointments to the above 
positions. 

1 92a. Officers and non-commissioned officers 
are not to be selected to attend classes of in- 
struction at the School of Signalling at 
Aldershot, unless they can read at the rate of 
six words a minute correctly off the small flag, 
and in cases when a corps may be called upon 
to send an officer or non-commissioned officer 
to the School, six weeks' notice will be given 
to the corps by the inspector of signalling, 
which will give sufficient time for the requisite 
training. 

193. The holders of signalling appointments 
are to be struck off regimental duty when em- 
ployed with a class of instruction or on brigade 
practice. AH vacancies in these appointments 
are to be immediately reported through the 
general officer commanding to the Inspector of 



System of 
struct Ion, 



Classes. 



Regimental 
tice. 



Army Signalling at Aldershot, with a view to 
the training of other officers and non-com- 
missioned officers as opportunities arise in the 
formation of plasses by the Inspector of Army 
Signalling. 

In- 194. Instructors will be held responsible 

that the system laid down in the manual of 
instruction, and taught at the School of Army 
Signalling at Aldershot, is strictly adhered to ; 
and as the signallers of one corps may at any 
time be called upon to communicate with those 
of another, identity of system is absolutely 
necessary. 

195. Classes are formed at the School of 
Army Signalling for the instruction of officers 
and non-commissioned officers, about the lr5th 
March and the 5th June, and about the 1st 
September in each year. In corps provided 
with certificated instructors, care will be taken 
to form classes for regimental instruction. 
Requisitions for stationery required for these 
classes should be included in the annual 
demand made by commanding officers in 
accordance with Section XVIII of the Regula- 
tions relating to Allowances (Army Regula- 
tions, Vol. 1, Part III). Each class will con- 
sist of one officer, with three corporals and six 
privates to qualify as signallers, and these, 
when under instruction or subsequently 
employed on signalling, will be relieved from 
all duties which are likely to interfere with the 
course of instruction. 

Prac- 196. Regimental practice will be carried on 

weekly, and where two or more regiments are 
quartered at the same station, brigade practice 
will also take place, under the superintendence 
of a regimental instructor, or other specially 
appointed officer. Practice should, if possible, 
extend to two or three days a week. Brigade 
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practice will in no way supersede regimental 
practice. 

Selection of Men. 197. Army Signalling is a duty the proper 

discharge of which depends, in more than an 
ordinary degree, on the efficiency and conduct 
of each individual employed. Signallers are 
often placed in isolated positions, where every 
man has a responsibility resting on himself. 
They must, therefore, be specially selected for 
steadiness of conduct, and must also be quick 
and intelligent, able to read and write well and 
spell correctly, and have good eyesight. 
Officers commanding corps will see that no 
non-commissioned officer is selected to join a 
class under the Inspector of Army Signalling 
at Aldershot to be trained as an assistant in- 
structor, who does not possess these qualifica- 
tions. Commanding officers will also be 
particular that no man who is not similarly 
qualified is permitted to join the regimental 
classes. The greatest care and discrimination 
on the part of the instructor must be used to 
prevent any man being reported as a qualified 
signaller, unless he is perfectly fit to fulfil all 
the required duties. 

Numbers to be 198. Twelve non-commissioned officers or 

Selected. privates from each regiment of cavalry, and six 

non-commissioned officers or privates from 
each battalion of infantry, are to be specially 
selected as signallers ; and at least one super- 
numerary per troop or company is to be trained, 
in order to replace men becoming ineffective. 
In the Royal Artillery four non-commissioned 
officers or rank and file from each battery or 
garrison artillery are to be selected as signallers, 
but not more than two are to be non-com- 
missioned officers. 

Inspection of sig- 199. The signallers of each corps at home 

nailers. will be inspected annually during the Autumn 

by the Inspector of Ai'my signalling, or by the 



Furlough. 



Testing with Large 
and Small Flag. 



Returns. 



assistant inspector, who will report on snch 
points as may be deserving of notice, respecting 
the proficiency or otherwise of the signalling 
classes inspected, and who will send in a return 
on Army Form B. 226, after each inspection, 
to the general officer commanding the district 
for transmission to the Quarter Master General. 
The annual inspection abroad will be conducted 
by a qualified officer specially selected each 
year by the general officer commanding. 

200. Furloughs should not be granted to 
signallers until after the annual inspection, 
and as the introduction of lamp signalling 
involves extra work on the part of signallers, 
they should be excused from other duties as 
far as possible during the three months pre- 
vious to the annual inspection. At the 
annual inspection the signallers of regiments 
will be tested with the larger flag, with which 
the rate of ten words a minute is not to be 
exceeded. They will also be tested in readinjg 
messages sent by the assistant instructor with 
the small fiiag and lamp, these messages may 
be sent at as fast a rate as the signallers can 
read accurately. 

N.B, The rates on Small Flag and Lamp 
are not to exceed the rate of 16 words a minute 
or in ri5\ 

See Manual of Instruction, pages 80 and 81, 

201. A monthly return, on Army Form B. 
226 will be prepared by officers commanding 
corps, and forwarded quarterly, through the 
general officer commanding, to the Inspector 
of Army Signalling at Aldershot. Duplicate 
copies will also be prepared and be retained 
by the corps concerned. 

202. All communications by signal between 
Her Majesty's land forces and the Royal Navy 
will be conducted by spelling the words accord- 



ing to the ^' Morse " alphabet, as described in 
the Manual of Instruction in Army Signalling. 

Queen's Regnlations. (Sec. Xn.)— Equipment. 

Transfer of Arms. 59. Non-commissioned officers and men 

attending signalling and other classes will take 
with them theiif side-arms and waist-belts. 

Queen's Regulations. (Sec. ZVin.)— Regimental Districts, &c. 

Selection of Men 14 a. In furnishing a draft, the command- 

for the Service ing officer can if he pleases, retain the six 
Companies. authorised trained signallers of his corps. 



EQUIPMENT. 

Part I, Section XII — Army Signalling Equipment. 
Equipment RegulationSi 1881. 



stores, 
sitlon 



Requi- 
for. 



To what Corps to 
be Supplied. 



Lamp Materials. 



Number of Classes 
to be Stated. 



379. On the appointment of an instructor 
in a regiment or corps, the commanding officer 
will forward to the local senior ordnance store 
officer, a requisition in duplicate, on Army 
Form G. 1041, (late War Office Form No. 469) 
for the stores that constitute the regimental 
signalling equipment. 

380. These supplies will be confined to 
regiments of infantry and cavalry, to lieutenant 
colonel's command, in Royal Artillery districts, 
(for the number of sets for each district see 
appendix XII (a) page 663), for garrison 
artillery, and to head quarter stations of com- 
manding Royal Engineers, (for companies of 
Royal Engineers). They will not be supplied 
to regimental districts. 

381. Commanding officers, in making requi- 
sitions for materials for signalling lamps will 
state thereon the number of classes for which 
the supplies are demanded, but the classes are 
not to exceed three in each year. 
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[Part II. Page 116. 



Implements, Signalling and Field Qlasses. 



Table 17. 



IMPLEMENTS, SIGNALLING. 
Belts, leather, waist 



Books 



( Manual of Instruction 



I Message 
Bottles, tin, oil, screw top, two quarts 
Cans, tin, oil, feeding ^ pint .. 
Cases, leather ( books message 
Waist belt for I feeding cans 

Chests, wood, with hasps 

f 8 feet r dark blue . . . 



Flags Visual 



by 
3 feet 



white, with blue stripe 

dark blue 

white, with blue stripe 



2 feet 
Signalling by 

1^ 2 feet 

Horns, fog 

Lamps, signalling, bull's eye 

Locks, pad, small, with key for chest 

Poles, flag, visual signalling \ ' ™* 
Colt. oin. 

Scissors, lamp, with guard, pairs 

Stands, telescope, tripod, in two parts 

Telescopes, Army Signalling, with straps 

Wheels, cypher 

Cotton waste, lbs. 

Oil, Colza,* pints 

Wick,* cotton, round, f-inoh, yards ... 

FIELD GLASSES. 

Cases, leather, binocular glasses. 

Glasses, field, binocular 



• Sui 
t Sul 
of lamps, will draw in projwrtion. 



ilied bv the GommiBsariat Department, 
t Sufficient for four lamps for thirty hours. 



Battalioks. 



Wab. 



2 
2 
4 
1 
5 
6 



3 
30 
20 



Pbaoe. 



1 
4 

4 

4 

4 

2 

4 

1 

10 

10 

2 

2 

2 

2 

3 

30 

10 



St 



Classes using a greater or less number 



Cavalry.] 



Part II, Page 186. 



Implements Signalling and Field Qlasses. 





Per 




Table 13. 


Bbgihent. 


Remarks 


War. 


Peace 




IMPLEMENTS, SIGNALLING. 








Belts, leather, waist 


— 


2 




Belts, leather, ponoh, Buff, R.A. Rank and Pile 








^ for telescopes 


2 


4 




Books ( M^^^l of Instruction 

I Message 


4 


4 




4 


4 




Bottles, tin, oil, with screw top, 2 quarts 


1 


1 




Buckets, Signalling flags 


12 


12 




Cans, tin, oil, feeding i-pint 


2 


2 




r books, message 


2 


2f 

1 


On ponoh 

belt 
On waist 

belt 


Cases, leather' 

(.feeding can 


2 


Chests, wood, with hasps 


1 




Flags 
Visual 


fsft. by3ft.[^^^^^°^ 

(. white, with blue stripe 


4 
4 


8 
8 




Signalling 
Muslin 


2ft. by 2ft. [^"'^^^^^ 

L ^ I white, with blue stripe 


4 
4 


8 
8 




Horns, fog 


2 


2 




Lamps, signalling, bull's eye 


4 


4 




Look, pad, small, with key 


1 


1 




Poles, flag. Visual Signalling [ ^JJ* J!^ 


10 
10 


20 
20 




Scissors, lamp, with guard, pairs 


2 


2 




Stands, telescope, tripod, in 2 parts 


2 


2 




Telescopes, hand, draw, Army Signalling, with 








caps for belt 


2 


4 




Wheels, cypher 


2 


2 




► Cotton waste, lbs 


3 


3 




Oil, colza,* pints 


30 


30 


S' 


Wick, cotton, round, J-inch,* yards 


20 


10 


FIELD GLASSES. 








Glasses, binocular, in leather cases 


2 


— 





* Supplied bv the Commissariat Department. 

T Sufficient for 4 lamps for 30 hours work. A class using either a greater or less 
number of lamps than 4, will draw in this proportion. 

B 
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[Part II., Page 187. 

Royal Artillery. 

Implements, Siqnallinq. 

CHuTison Brigade Staff and Batteries. 

These when supplied under paragraph 380, 
will consist of the same articles as for a 
battalion of infantry, but the numbers of flagps 
and poles will be one half only of the peace 
proportions. 



ARMY ALLOWANCES. 

MlSOELLANEOUS SeRVIOES. 

Regulations relating to the Issne of Army Allowances, 1887. 

Mi8ceiian«ou8. 253. Coal, coke, wood for fuel, candles, oil 

for lighting, and wick, required for the follow- 
ing services, will be supplied as required on 
demands from the officers concerned. These 
officers will account for all supplies received 
by them on Expense Vouchers, Army Form P, 
771, to be rendered monthly to the local 
commissariat officer, who will attach them to 
his supply accounts in support of the issues 
made by him : — 

Royal Engineer machinery. 
„ „ workshops. 

„ „ vessels. 

Submarine services. 
Electric ligfht apparatus. 
War Department vessels (for lighting 

supplies only.) 
Magazines and defences. 
Signalling service (except wick for 

lanterns and lamps on active 

service). 
Ordnance store workshops. 



Royal Warrant 1887. Pay and Non-effective Pay. 



Exti« Duty Pay. 
N.C.O'8. 



Speeial Rates. 



691. Assistant mstractor of signalling. 

The non-commissioned officer appointed 
assistant instructor of signalling in each 
regiment of onr cavalry, battalion of our 
infantry, and garrison battery of our artillery, 
for each day on which he is actually engaged 
in imparting instruction in signalling (to be 
limited to 130 days in each financial year for 
each regiment, battalion, or battery) 6d. 

705. Telegraph clerk, telephone clerk, or 
signalman. 

The soldier acting as telegraph clerk ; or as 
signalman at a fixed signal station ; or actively 
employed as such with an army in the field ; 
or under special circumstances, when extra 
duty pay has been specially authorised by our 
Secretary of State, or, in the case of our army 
in the field, under the authority of the general 
officer commanding. 

Prom 1/- a week, to from 4d. to 1/- a day, 
according to his qualifications and to the nature 
and amount of the duties to be performed. 

The soldier acting as telephone clerk, when 
actually employed (daily) 3d. 

1021. Prizes for signalling. 



Cavalry. 



Cavalry. 

1st Prize. To the^ £2 each, and a 
24 signallers of the f badge of crossed flags 
two regiments highest t worked in worsted, 
in order of merit. ) 

2nd Prize. To the^ £1 15s. each, and a 
24 signallers of the two I badge of crossed flags 
regiments next highest C worked in worsted, 
in order of merit. ) 

b2 
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3rd Prize. To the^ £1 lOs. each, and a 
24 signallers of the two / badge of crossed flags 
regiments next highest f worked in worsted, 
in order of merit. ) 



Qaprlson Artiilery. 



Garrison Artillery. 

1st Prize. To the 12 ^ £2 each, and a 
signallers of the three / badge of crossed flags 
Batteries in highest f worked in worsted, 
order of merit. ) 

2nd Prize. To the 12 ^ £1 15s. each, and a 
signallers of the three f badge of crossed flags 
Batteries next highest C worked in worsted, 
in order of merit. ) 

3rd Prize. To the 12 '\ £1 lOs. each, and a 
signallers of the three f badge of crossed flags 
Batteries next highest t worked in worsted, 
in order of merit. ) 

To the 4 signallers! £1 15s. each, and a 
of the Battery highest badge of crossed flags 
in order of merit at y worked in worsted. 
Malta and Gibraltar 
respectively. 



Infantry. 



Infantry. 

1st Prize. To the'\ £2 each, and a 
36 signallers of the six ( badge of crossed flags 
battalions highest in ( worked in worsted, 
order of merit. ) 

2nd Prize. To the^ £1 15s. each, and a 
36 signallers of the six I badge of crossed flags 
battalions next highest C worked in worsted, 
in order of merit. ) 

3rd Prize. To the^ £1 10s. each, and a 
36 signallers of the six / badge of crossed flags 
battalions next highest C worked in worsted, 
in order of merit. ) 
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To the 6 signallers"^ 
of the battalion highest 
in order of merit at 
Malta and Gibraltar 
respectively. 



£1 15s. each, and a 
badge of crossed flags 
K worked in worsted. 



Royal Malta Artillery. 
Malta Artillery. To the 4 signallers] £1 10s. each, and a 

of the battery of Royal I badge of crossed flags 
Malta Artillery highest ( worked in worsted, 
in order of merit. j 



Qeneral. 



When not issuable. 



Colonial Stations. 



15/- each, and a 
badge of crossed flags 
worked in worsted. 



General 

To each soldier" 
within the recognised 
establishment of sig- 
nallers, excluding 
supernumeraries, who 
may qualify in any 
year as an efficient 
signaller, and is not 
entitled to any other 
prize under this article. 

1022. Prizes for signalling shall not be 
issued to regiments which do not attain a 
satisfactory standard of efficiency. 

1023. Battalions and batteries stationed at 
other colonial stations than Malta and Gibraltar, 
shall not be allowed to compete for the first, 
second, or third prizes for signalling. 

With reference to article 1021, of Royal 
Warrant for Pay, Ac, 1887. No regiment of 
cavalry or infantry, whose figure of merit 
(A.. F. B. 225) is below 319, and no battery of 
artillery whose figure of merit is below 309, 
will be considered to have attained a satisfactory 
standard of efficiency. All corps marked in 
the inspection returns as V.I. (very inaccurate), 
will be disqualified for any prize, irrespectively 
of their figure of merit. 
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FINANCIAL INSTRUCTIONS. 

Issue of Prizes. 

Financial Instrnctions, 1886.— Section ZIL 

Army Signalling. 520. The prizes for Army Signalling will 

be paid each year on the publication of the 
General Order showing the relative efficiency 
of the corps in signalling, and the charges will 
be supported by a reference to the General 
Order by a statement of the names of the men, 
and by proof of payment. 

Authority for the issue of Gratuity of 15/- 

Por a Cavalry Regiment ... ... 12 men receive it. 

„ Garrison Battery of Artillery ... 4 „ 

„ Battalion of Infantry 6 „ 



The Form of Anthority for Begimeuts to draw this gratuity is as follows : — 
(no other authority is required) 

Gratuities for Signallers. 

Offijcer Commanding 

Ist Gloucester Regiment. 

Batteiy, 
or Regiment, 

Names. The signallers of the Battalion under your 

command (names as per margin), who were 
present at the last Signalling Inspection 
(Annual) are entitled to receive the sum of 
15s. each, amounting to J&4 10s. under the 
provision of Army Circulars, Clause 86, 
May, 1887. 

I am directed by Horse Guards' letter 
(44 Gen. No. 1177 dated 30th March, 1887) 
to inform you that this letter should be 
annexed as a voucher to the Pay List on which 
the gratuities are charged. 

Inspector of Signalling. 



Alder shot. 
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CARBON PAPER. 

Carbon Paper for Army Signalling Equipment. 

OL139. July, 1884. 

1. In order that the instructions contained 
in paragraph 4, page 42, of the Manual of 
Instruction in Army Signalling, 1 883, may be 
carried out, two sheets of carbon paper will be 
supplied, in future, with each copy of Army 
Book 119 A (Military Telegraph and Message 
Book). 

2. Officers in possession of signalling 
equipment will put forward requisitions on 
local Ordnance Store Officers for the number 
of sheets they require. 

3. At pages 116 and 136 of the Equipment 
Regulations, 1881 (Army Regulations, Vol. 
III.), after " Books, Message," in the Tables of 
Signalling Implements, add 'M19a, each with 

two sheets of carbon paper." 



CLOTHINQ REQULATIONS. 

Part I. — Badges. 

Olothing Begnlations, 1887. 

Property of winners. 118. The badges for good shooting and 
good signalling supplied for the tunics issued 
biennially, will not be transferred from the 
winners of one year to those of the succeeding 
year, but will be retiuned by the winners of 
them as their own property, although they 
will not be worn after the period fixed 
for the wear of such badges shall have 
expired. 
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Part II. — DiSTiNOUiBHiNa Badobs and Chevrons. 

(e). Badges fob Sionalling. 

Page 303. The Assistant Instmctor of Signalling : a 

badge of crossed flags above the chevron. 

1. Badge of crossed flags, 
worked in gold, for the House- 
hold cavalry, and in worsted for 
the other branches of the service 
(for each qualified signaller, 
whether he receives a prize or 
not), to the extent of the num- 
bers allowed by regulation. 

4. tChevrons and Badges worn on Kharkee 
drill and white cotton clothing will be similar 
to those worn on the undress jackets or frocks, 
and dress and undress waistcoats of the 
various Regiments or Corps, with the following 
exceptions : — 

They will all be made of worsted lace and 
embroidery. 

No badges will be worn by Bandmasters, 
Band- Sergeants, Sergeant- Instructors of Mus- 
ketrv. Fencing, Gymnastics, or Signalling, or 
by Bandsmen. 



Worn on the left 
arm, on tonics 
or dress jackets, 
and frocks,* or 
.undress jackets, 
below the elbow 
and above all 
other badges 
worn on that 
arm. 



VOLUNTEER REQULATIONS. 

Army Signalling. 

44aen.No.1261 

The following alterations and additions will be made in the 
Regulations for the Volunteer Force, 1887 : — 

1. In Sub-Section V. of Section V., Part I,, for the heading 
the following will be substituted : — 

* Not worn on cotton, drill, canvas, or duck, nor on reomits serge frocks, 
t One set only will be supplied, although two or more suits may be issued. 



15 



Classes for, akd Examination in Signalling. 

2. The following will be inserted under the above-mentioned 
heading after paragraph 470 : — 

470a. Classes for the instraction of Volunteer Officers 
in Army signalling will be formed at each of the stations 
named below, (or any other stations which may be 
convenient) twice a-year if a sufficient number of can- 
didates are forthcoming. 



District. 


Place of Assembly. 


Date of Inspection. 


North Eastern ... 


York, Sheffield ... 


1 


23rd March to 31st March. 
17th August to 23rd August- 


Northwestern... 


Manchester, Preston 




8th March to 15th March. 
6th August to lOth August. 


Eastern 


Colchester, Norwich 


{ 


1st April to 5th April. 
25th Aug. to 29th Aug. 


Western 


Plymouth, Pembroke 


{ 


1st March to 7th March. 


Dock 


1st August to 5th August. 


Southern 


Portsmouth 


{ 


6th May to 10 May. 
14th Dec. to 18th Dec. 


Thames 


Chatham ... 


{ 


Ist June to 4th June. 
5th Dec. to 8th Dec. 


South Eastern ... 


Dover 


X 


1st May to 5th May. 
9th Dec. to 13th Dec. 


Home 


London 


< 


7th June to 11th June. 
1st Dec to 4th Dec. 


Woolwich 


Woolwich 




6th April to 10th April. 
19th Dec. to 22nd Dec. 


Aldershot 


Aldershot 


{ 


15th June to 27th July. 
1st Sept. to 30th Nov. 


North British ... 


Edinburgh, Glasgow 


{ 


16th March to 22 March. 
11th Aug. to 16th Aug. 



4705. Each class will consist of not less than 8 or more 
than 20 Officers and non-commissioned officers, and will 
last for 9r days at least. 

470c. The instmction will be carried out by the As- 
sistant-Instructor of a Regular regiment or battalion at 
the statioA under the supervision of a District or Regi- 
mental Signalling Officer. 

470c?. The names. of Volunteer Officers and non-com- 
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missioned oflScers desirous of attending a class will be 
sent in to the General Officer Commanding the District, 
who wil] assemble the classes, detailing the Signalling 
Officer to superintend and the regiment or battalion to 
furnish the Assistant- Instructor. 

470e. Applicants to join the class must engage to 
attend not less than three times a week. The instruction 
will usually be carried out in the evening, or at such times 
as are most convenient to those attending. 

470/. An Officer from the Signalling School at Alder- 
shot will inspect the classes and grant certificates to those 
found qualified after examination. 

3. , The following will be added after paragraph 603 : — 

603a. A fee of Is. a day will be paid through the 
Signalling Officer to the Assistant-Instructor of Signalling 
appointed under paragraph 470c. Each Officer and non- 
commissioned officer in the signalling class will contribute 
an equal proportion of the sum required to make up the 
necessary amount. 

4. The following will be added after paragraph 819 : — 

819a. A certain number of flags, poles, and bull's-eye 
lamps will be issued to each of the named stations for the 
use of the classes under instruction. 

Heliograph and lime-light lamps already issued to 
districts will, whenever they can be spared from the 
regular service, also be used. 

6. General Officers Commanding Districts will forward to 
the Inspector of Signalling the names of Officers who may 
be ready to be examined with the view of earning the 
Capitation Grant for the current year terminating 31st October 
1888 ; and, if possible, provision will be made for their being 
examined. 

After the 31st October 1888, the dates laid down for the 
examinations in each district in paragraph 471a will, as far as 
possible, be adhered to. 
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" Officers and N.-C. Officers, other than those who have 
** not attended the above classes who may desire to be examined 
"for Certificates, shoald send in their names to the A. A. G-. of 
"the District, at least one month before the date fixed for 
" examination in that district." 



Y. Examination in Siqnalling. 

*^i- The examination referred to in para. 678 

will be as follows : — 

a. Correctly reading from, and sending 
with, the large flag at the rate of nine (9) 
words a minnte. 

h. Correctly reading from, and sending with, 
the small flag at the rate of twelve (12) 
words a minnte, and the bnll's-eye lamp 
at the rate of ten (10) words a minnte. 

c. Showing a fair knowledge of the Helio- 
graph and Lime-light. 

d. Thoroughly understanding the Manual of 
Instruction in Army Signalling. 

These examinations will be held from time 
to time under the instruction of the Inspector 
of Army Signalling, Aldershot, who alone is 
empowered to issue (in person qr by deputy) 
the certificates to the successful candidates. 

678. A Special Capitation Allowance of £1 

10s. will be granted for each Officer or non- 
commissioned officer of Volunteers (not exceed- 
ing 2 Officers and 2 non-commissioned officers 
in each corps) who is in possession of the 
Signalling Certificate referred to in para. 
471, for every year in which he earns the 
ordinary Capitation Allowance. 

2. This Special Capitation Allowance will 
be granted for all Officers who have obtained 
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certificates prior to the 1st Marcli 1889, irre- 
spectively of the ahove limitation. 

®^®- Badges of crossed flags for proficiency in 

^* sfgnaiiers. ^'^ Army Signalling, may be worn by Assistant 
Instructors and Signallers of Volunteer Corps 
under the following conditions. 

(1) A Corps having the regulation number 

of Signallers, wishing to wear badges, 
will apply to the G-eneral Officer 
Commanding the District, who will 
appoint an Officer holding an In- 
structor's Certificate from the School 
of Army Signalling at Aldershot, to 
examine the Signallers. The ex- 
amining Officer will report the result 
to the Inspector of Signalling at 
Aldershot, direct, who will notify 
to the General Officer Commanding 
the District, if badges should be 
issued. 

Badges will not be issued unless 
a satisfactory standard of efficiency is 
attained. 

(2) Badges will be provided at the cost 

and be the property of the Corps, and 
will be returned into stores at the end 
of the Volunteer year in which they 
are to be worn. 

(3) Signallers of corps examined between 

the 1st November and the 1st May, 
will wear badges up to the end of the 
Volunteer year (31st October), in 
which they are examined. Signallers 
examined between the 1st May and 
the 31st October, will wear badges for 
the succeeding volunteer year, com- 
mencing on the 1st November. A 
period of at least 6 months must 
elapse between each inspection, which 
should not be held oftener than once 
in each year. 
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(4) The badges must be limited to the 

number allowed in the regular forces, 
viz. : — two Assistant Instructors and 
twelve Signallers per Regiment of 
Cavalry, two Assistant Instructors and 
six Signallers per battalion of Infantry, 
and one Assistant Instructor and four 
Signallers per Battery of Artillery. 

(5) The Badges will be worn by Assistant 

Instructors on the right arm above 
the chevron, and by Signallers on the 
left arm below the elbow, and above 
all other badges. They will be 
worked on cloth the color of the 
tunic, and in no case will they be 
worked in gold. 

(6) No expense whatever to the public is to 

be entailed, and it is to be clearly 
understood that if there be no qualified 
officer on the spot to conduct the 
necessary examinations, the Corps 
concerned must arrange for the Sig- 
nallers to be sent to the Examining 
Officer for the purpose. 

(7) Commanding officers will be held res- 

ponsible that the badges are not worn 
by any men of their Corps, unless 
proper authority has been obtained 
from the General Officer Commanding 
District. 

Signalling Equipment. 

Volunteer Corps wishing to purchase Sig- 
nalling Equipment, can do so on requisition 
and prepayment from Government Stores, 
V. / Gen. No. / 8176. 

The standard for a Volunteer Corps to be 
allowed to wear the badge of cross flags, for 
the Volunteer year in which they qualify, is 
the minimum standard laid down in Manual of 
Inatmction, page 32, viz : — 
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Large Flag, at the rate of 9 words a minute, 
or, 2' 13". 

Small Flag, at the rate of 12 words a minute, 
or, 1' 40". 

Lamp, at the rate of 10 words a minute, or, 
2' 0". 

Heliograph, in countries where it can be 
freely used, 10 words a minute, or in 
2' 0". 

In addition to the above qualifications a man 
must have a fair knowledge of the Manual of 
Instruction, and thoroughly understand the 
mode of signalling, or sending a service message. 



YEOMANRY. 
III. Army Signalling. 

130— Ofl&cers and non-commissioned ofl&cers of 

Yeomanry R«gu- Yeomamy Cavalry may attend classes for in- 
lations, 1889. struction in Army Signalling formed by general 
officers commanding districts under the Volunteer 
Regulations. They will join the classes under 
the conditions laid down for officers and non- 
commissioned officers of Volunteers. 

361 Badges for Signallers. 

The following will be added after para. 156 
of the ** Begulations for the Yeomanry Cavalry, 
1885," (Army Regulations, Vol. X.) :— 

1 56a. Badges of crossed flags, for proficiency 
in Army Signalling, may be worn by signallers 
under tiie following conditions : — 

1. A corps wishing to wear badges will 
apply to the general officer commanding the 
district, who will appoint an officer, holding a 
oertifioate from the School of Signalling at 
Aldershot, to examine the signallers with a 
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view to certifying that they are efficient. The 
result of the examination is to be reported to the 
Inspector of Army Signalling, who will from 
time to time issue the necessary instructions 
for the guidance of the officer holding the 
examination. 

2. Badges will be provided at the cost of 
the corps and will be worn only till the end 
of each Yeomanry year, when they will be 
returned to store. No badge will be worn 
unless authority has been obtained from the 
general officer commanding the district. 

3. The signallers will be re-examined each 
year, the examining officer reporting the result 
to the Inspector of Army Signalling, Aldershot ; 
and badges will not be re-issued in cases where 
a satisfactory standard is not maintained. 

4. The badges must be limited to the num- 
ber allowed in the regular forces — viz., two 
assistant instructors and 12 signallers, per 
regiment. 

6. The badges will be worn by assistant 
instructors, on the right arm (above the 
chevron) and by signallers, on the left arm 
below the elbow. They will be worked on 
cloth the color of the tunic, and in no case in 
gold. 

6. No expense whatever to the public is to 
be entailed in connection with the qualifying 
examinations, or otherwise. If there be no 
officer on the spot competent to examine the 
signallers, all expenses in connection with one 
proceeding there will have to be borne by the 
Yeomanry corps concerned. 

By command, 

Ac., Ac. 
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MANUAL OF SIGNALLING COMPANIES FOR THE 

FIELD. 



Appendix I. War Establishment, Army Signallers. 

Establishment of one Mounted and one Dismounted Company of Army- 
Signallers, each capable of being divided into Sections of seven men, 

and half Sections of three or four men. 

* 

Table 1. 





Personnel of each 


Horses. 






Company. 


Mounted Com- 
pany. 


Dismnted. 
Company. 




5s 


o 
'& 

TS 
§ 


1 


Private or provided 

under Allowance 

Regulations. 


Public. 


Private or provided 

under Allowance 

Regulations. 






o 


g 

1 




! 




Captain or Lieutenant . . . 
Company Sergeant-Major 
Senireant 


1 


1 

1 


28 

1 

4 


1 
1 
1 

28 

1 

4 


3 


•30 

J 


8* 


1 


s 


Rank and File 

Batman 










Total ( 


1 


2 


29 

4 


32 

4 


3 


30 


8 


1 


8 



When pack transport is substituted for wheeled transport, 22 pack 
animals will be required for a mounted company, and 18 for a dismounted 
company. 

•Provided by Army Service Corps. 
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STORES. 



Vocabulary of Stores, 1886. 


(Section IV.) 








Per. 


Rate. 


Designation. 


Detail. 


Contract. 


Flags, Signal. 
Army. 
Blue 3 ft. square ... 


Muslin, without 
poles. 


each 


1 2 


» ^ >j >» 


» »> 


j> 


lOJ 


White with stripe, 3 ft. square 


Blue stripe „ 


» 


1 2 


>> )> » ^ »> » 


99 )) }» 


)} 


11 


Poles ^ 


" 5 ft. 6 inches . 


Fir, for 3 ft. flag 


» 


fNo. 1. B. S. 
3010 

1 No. 2. B. S. 

Coil 




^ 3 „ 6 „ 


n j> ^ >j »> 


>> 


fNo. 1. B. S. 
\ 9 
i No. 2. B. S. 
(. 10 



Wheels, Cypher 
Books, 119 A Message 
Manual of Instruction 
Scribbling Book, 119 C. 



each 2 


d. 
9 


„ 1 
„ 1 
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Vocabulary of Stores. (Section IV,)— (continued.) 





MISCEOiLANBOUS STORKS. 




RATE. 










No. 1 


No. 2 Bal- 


DBSieVATIOV. 


DSTAIL. 


Pbb 


Balaitcb 
Shbbt. 


Aires Shbbt 

OB COVTBACT 








£ B. d. 


£ s. d. 


Heliographs, 5-inoh ... 


With Stand (Sec. Vn.) A 










articles shown below* 


each 


— 


11 6 


BaUs, Mirror 


German Silver for top of 










mirror 


doz. 


2 1 6 


2 4 


Bolts, Leg 

Bottles, Oil 

Boxes, Mirror 


for joint of legs 


^^ 


6 


6 4 


(•1) Brass. O&cular ... 
Circular, to hold 8 


^, 


1 6 


1 7 7 


,, 


1 4 


16 6 


Buckets 


Leather, with Cap and 
Sling f orStand,Monnted 










Corps only 


each 


— 


Oil 9 


Caps, Oil Bottle 




doz. 


6 


7 2 


Oases 


(•1) Leather to hold all 










except Tripod ... 
for top of Mirror 


each 


— 


9 


Cock-pieces, Mirror . . 


doz. 


10 


10 2 


Collars, Screw Arm, 


Unremovable, Brass, 
with Set Screws 








Jointed 


,j 


2 8 


2 10 


Discs, Mirror 


Seiil^'^^ 


„ 


8 


8i 


Discs, Bod, Sighting ... 


„ 


18 9 


19 10 


Drivers, Screw 


(•2) ::: ::: ::. ::: ... 


,, 


16 


16 11 


Do. Double Headed 




tf 


1 6 


1 7 


ir«-^- ("Screw Tangent 
^«*^i Socket ^ ... 


Horn 


*f 


18 6 


14 4 


„ for Vertical Rod ... 




18 6 


14 4 


Holdalls 


Leather 




16 17 


16 16 


Hooks, Anchoring 




»f 


9 


10 4 


Mirrors, Unmounted ... 


(•8) 




— 


18 


Nuts, Screw, Hook, 
Anchoring 












>t 


2 6 


2 8 


Pins, Check; Screw, 










Clampmg 


Steel, of sizes 


tf 


9 


9i 


B<.^{I^'S'::: ::: 


with Metal Discs 

Steel 


(( 


7 1 
10 6 


7 9 6 

Oil 2 


SOBXWS— 










Bridge 


Brass, Capstan-Headed, 










t* 


11 9 


12 6 


"«"{&:; 


Brass 




16 


16 11 




t( 


10 
8 4 


10 7 
3 6 


Cock-piece 


,j 


«> 


1 8 


19 


Bolt, leg 


„ for Bolts, Joints of 










Legs 


$$ 


1 10 


1 11 


Head, screw, tangent ... 


Steel 


tf 


2 6 


2 8 


Heel, spring 


Brass, for Tangent 










Screws 




10 


Oil 




'Ball 


„ „ Ball of Tangent 












Screw 


,, 


18 


19 




Box 


„ „ Tangent Box.. 


ft 


14 


16 


Holding. 


Bridge 

Strap 


„ with Washers, for 
Strap of Cap Screws on 


ft 


Oil 


10 


Le, .. 1- 


Brass, for Top of Legs. . . 


»» 

ft 


11 
10 


10 
11 


Mirror 


„ „ Back of Mirror 


ft 


10 


11 


Partition 


1 


*t •••" 




4 


4\ 
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Vocabulary of Stores, 1886. (Section IV),— (Continued.) 



MISCELLANEOUS STORES. 


RATE. 








No.l 


No. 2 Bal- 


Dbsigkatioit. 


Dbtail. 


Pbb. 


Balaitcb 
Shbbt. 

£ s. d. 


AVCB Shbbt 

OSCOITTBACT 








£ s. d. 


Tu„^t fArm.mirror 

Pivoting ^^^ 


Steel 


doz. 


2 


2 1 


„ for Balls, Top of 










Mirror 


if 


2 4 


2 6 


Securing instrnment ... 


Brass, with Washer . . . 




5 


6 4 


n 1 Ate i" Ann, lever ... 
^<^^®**1 Rod, vertical. 


Steel 


»» 


17 
13 


18 
14 


Tangent 


,, '" 


,, 


14 


15 6 


Unmoveable, Arm, 










Jointed 


Brass 


jj 


12 2 


12 11 


socket, {^^l^: 




,, 


16 


17 





t$ 


1 1 6 


13 6 


r Arm, lever ... 

Springs •< Heel, screw, 

. tangent ... 


Steel 




7 


7 6 










J 


jj 


7 


7 6 


a»w>«o ("Shoulder ... 
Straps [^^^^ 


(•DSUn^gCase" " 
(•1) or Surcingle. 
Steadying Case ... 


each 




2 6 
10 


Tommies 


(•1) Triangular 


doz. 


18 9 


19 10 


Stand 


Helio or Lime-light ... 


each 




2 11 2 


Lamps— 






— 




Bull's Eye, Signal 


Hand. Signalling 


eaoh 


— 


4 8 


Wick 


for Colza Lamp 


doz. yards 


— 


3 


Oil 


Colza 


gall. 




2 


Scissors 


Lamp, with Guard 

(SBCTioir VD 


each. 
.) 




1 Oi 


B. 


B. AND NAVAL SPEC 


lAL STORE 


S. 




Apparatus, Lime, Light 










^ {^r^ ::: ::: 


Mackintosh 


each 


— 


19 8 


Canvas 




-_ 


3 1 


Bottles, Cleansing Oas.. 


Copper, Brass Mouth- 










piece 

1 Quart Spirits of Wine 

2 Gallons Oil or Spirits, 
with Brass Tap &Key 

38.1bs. Oxygen Mixture 
Brass, with Cap forming 




— 


5 6 


/Brass 


ft 


6 6 


5 10 


Cases^I^^ 








t» 


1 4 7 


16 1 


(Tin 




9 8 


10 3 


Flasks 










i-lb. measure, for 4-lb6. 










Oxygen Mixture 


tt 


13 1 


13 10 


Lamps 


Copper, with Flashing 










Disc 


^^ 


6 3 11 


6 10 2 


Lenses 


In Brass Frame 






12 6 


Pencils 


12 in SandinGlassBottle 


doz. 


— 


1 9 


Retort, {gr"'..: ::: 


>With Brass Moutb- 
S piece 


f eaoh 


z 


7 2 
4 5 


Tubing 


3/8ths 


yard 


— 


7 


Stand 


Helio or Lime Light . . . 




— 


2 11 2 


Methylated Spirits ... 




gallon 


— 


2 6 


Manganese 


Binoxide, Granulated... 


lb. 


— 


Of 


Potash 


Chlorate Oxygen Mix- 










ture 


„ 


— 


5f 


Horns, Fog 


Brass 


each 


— 


1 6i 



c 2 
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HELIOGRAPHS AND LIMELIGHT APPARATUS. 



A.O. 293, 
June, 1889. 



Equipment Regulations, 1881. 

1. It having been decided that each Eegiment of Cavalry 
and each Battalion of Infantry at home and abroad (India 
excepted), shall be supplied with two heliographs and two 
sets of lime-light apparatus, the undermentioned articles will 
be added to table 17, page 116, and to table 13, page 136, 
of the Equipment Eegulations 1881. 



DESCRIPTION. 




War. 



Section IV. 

Heliographs, 5-inch, with stand ... 

Methylated Spirits 

Oxygen Mixture 
Tubing, I. R., |-inch 
Wick, cotton 



Scissors, Lamp 



Section VI. 

Section VII. 
Apparatus, Limelight. 



pints 
lbs. 
yds. 
lbs. 



prs. 



Bags. \^ 

® (pressure ... 

Bottles, cleansing, gas 

r brass 
Cases. < iron 

(tin 
Cylinders, lime, pencil 

Flasks 

Lamps 
Pencils 
Retorts, copper 



doz. 



2 
12 
24 
10 

2 



2 

12 
24 
10 



4 


4 


2 


2 


2 


2 


2 


2 


2 


2 


2 


. 2 


2 


2 


2 


2 


2 


2 


2 


2 


4 


4 



2. The sets of heliographs and lime-light apparatus which have been 
supplied to districts, should be returned to the Ordnance Store Department, 
and re-issued to Regiments agreeably to the above scale. 
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RIFLES TO BE CARRIED. 

a. 0. 122-SignaUer8. 

July 1887. Signallers of infantry battalions will, when 

at Field Days, always carry their rifles slang 
across their backs, in order that they may be 
able to nse them when required. They will 
also wear the expense pouch. 

When marching past, the signallers will 
carry their flags and have their rifles slung 
across their backs. 



POSITION OF SIGNALLERS MARCHING PAST. 

Infantry Drill, 1889. 

Page 440. When Signallers are not in the ranks they 

will march past two deep, 2 paces behind 

the Pioneers. 

^^^"^^' For all Forms used in Signalling, see 

" Manual of Instruction,*' page 84 and 85. 



HORSE GUARDS, 

WAR OFFICE, 

2nd July, 1887. 

INSPECTOR OF SIGNALLING, ALDERSHOT. 

" Dummy Keys." 

**• In reply to your minute of 8th ultimo, it is 

G. No. 1206. notified that the Commissary General of ordnance 
will issue on demand the " keys, dummy, sig- 
nallers' (Mark I) " which are required for 
instruction in Signalling. 

The instruments will be supplied at the rate 
of two per corps. 

Signed, A. GOLDSMID, 

D.A.Q.M.G. 



1 



^ 




^*<jCt2^*^ 




PRINTERS AND PUBLISHERS, 

BROMPTON WORKS, CHATHAM. 

1889. SPECIAL 1889. 

LIST OF MILITARY WORKS. 



n taicii >i 



not 



GASH WITH ORDERS. 

S^" G. k P. respectfally intimate that the profit on small ord«ra does 
uuu admit of their giving credit ; and also that the laboar and expense attending 
the passing of a number of small accounts through their books would 
seriously impede the management of their enormous business, consequently 
they strictly adhere to the rule that cash is in all instances received before 
goods are forwarded. When a remittance is in excess of the sum required, 
the surplus will be returned. ^% 

IMPORTANT NOTICE. 

The whole of Sergeant-Major W. Gordon's Drill Books, in 
accordance with the New Infantry Drill are now ready. 

All other books, Drill Cards, &c., that are advertised in our lists 
and catalogues as being in accordance with Field Exercise, are now 
revised and ready, in accordance with Infantry Drill, 1889. 

Several Military Works are now omitted from our List» 
owing: to their not being: up to date* 



Customers tolio tiia^ receii^e Duplicate 
Catalogues \jdiII greatly oblige if the^ uoill place 
the same ou tlie Mess or Library Table. 

We keep tlie Largest Stock of MILITARY 
Books iu the "World, aud our Stock at times 
exceeds a Quarter of a Million Volumes. 

Hauiug a Loudou TraiDeller, Customers loho 
desire it, cau be called upou for Orders, b^ sending 
a Post Card to our Factory to that effect. 

We cannot be responsible for any of our 
A.gents' delays. A.II orders forujarded direct to our 
Factory at Chatham are attended to on the day 
they are receix)ed, if Cash is sent ijoith Order. 

RETAIL ESTABLISHMENTS AT 

High Street^ Old Brompton^ Chatham, 

AND 

Wellington Street, Aldershot. 

STEAM FACTORY, 

Westcourt St«, Old Brompton, Chatham. 



Gale & Polden's Military Series. 

(ALL NEW EDITIONS). 

Vol. 1. — Guides and Markers' Duties in Company, Battalion and s, d 

Brigade Movements, i^Zua^rafed 2 

Vol. 2. — Gnides and Markers' Daties in Company Drill, tUtM^rated... 9 

Vol.3. — Guide to obtaining Civil Employment 0. 6 

Vol. 4. — Movements of Color Party at Battalion Drill, Ac 6 

Vol. 6. — Manual and Firing Exercise 6 

Vol. 6. — Physical Training without Arms, illustrated voith 26 Plates 9 

Vol. 7.— On Outpost : What to do, and How to do it 6 

Vol. 8. — Physical Drill with Arms, New Bayonet Exercise and Attack 

a,nd 'DetenoBf illustrated with 36 Plates 9 

Vol. 9.— On Guard : What to do, and How to do it 6 

Vol. 10.— Hints to Young Soldiers 6 

Vol. 11.— Military Sketching for N.-C.-O's. and Men 6 

Vol. 12. — Guide to obtaining a Srd Class Army School Certificate 6 

Vol. 13. — Guide to obtaining a 2nd Class Army School Certificate... 1 6 

Vol. 14. — Guide to obtaining a 1st Class Army School Certificate... 3 6 

Vol. 15. — Company Drill Made Easy,* illustrated 1 6 

Vol. 16.— The Target Practice Register Book 1 6 

Vol.17. — Company Squad Roll Book (pocket size) 1 

Vol. 18.— Alphabetical Squad Book (Infantry) 1 

Vol. 19. — Officers* Pocket Book, for Home and Foreign Service 3 6 

Vol. 20.— Catch Questions in Infantry Drill 6 

Vol . 2 J . — Catechism of Military Training, illustrated 2 

Vol. 22.— Brigade Drill Made Easy, aittstroted 2 

Vol. 23.— Guide to Court-Martial Procedure 1 6 

Vol. 24.— Guide to Official Letter Writing, Orders, Ac 1 6 

Vol. 25.— Orderly Sergeant's Detail Book 5 

Vol. 26. — Sergt's Pocket Book, for Home & Foreign Service 2 6 

Vol. 27. — Pay Sergeant* s Complete Account Book 5 

Vol. 28.— Battalion Drill Made Easy, illustrated 2 

Vol. 29.— Infantry Fire Tactics, illustrated 6 

Vol. 30. — Catechism on the Manual of Instruction in Signalling 2 6 

Vol. 31 .—Military Sketching Made Easy, illustrated 4 

Vol. 32. — Troop Sergeant-Major*s Account Book 6 

Vol. 33.— Cavaby Squad Book and Hand-book 2 6 

Vol. 34. — Field Fortifications, Notes on the Text Books 4 

Vol.35. — Catechism of Company Drill 1 

Vol, 36.— Catechism of Battalion Drill 2 

Vol. 37.— Soldiers* Shooting 1 6 

Vol. 38. — How to Obtain a School of Musketry Certificace 3 6 

Vol. 39. — Skirmishing, Attack and Defence for a Company, Battalion 

and Brigade 2 

The above Military Boohs haA}e proved to he the Most Successful Works evet 
Published for the Army. 
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POBLISHING DEPARTMENT. 



Special Advantages offered by GALE & POLDEN :— 

Ist. — All books are sent Post Free throughout England, Ireland, 
Scotland, Wales, India, Egypt, or any part of the World. 

2nd. — The introduction of the Parcels Post, ensuring, as it does, 
the speedy, safe, and cheap delivery of parcels to even the 
most remote part of the World, presents great advantages 
over the old system, to those who, by distance or other 
causes, are prevented from paying the Establishment a visit, 
inasmuch as they are by its means, enabled to share the 
benefit of doing their Business direct with Brompton Works, 
though residing at a distance. 

3rd. —As we have, by making the Postal Order Trade a special 
study, succeeded in perfecting, perhaps, the most systematic 
and satisfactory method known, our Patrons may rely on 
their orders beiner executed promptlv and well. 

4th. — Books can be sent to customers within two hours of 
publication, as for example, over 10,000 copies of the Infantry 
Drill were despatched from Brompton Works to various 
addresses, at home and abroad, within a few hours of being 
published. 

5th. — Old editions of books are never supplied, and when a new 
edition is coming out, customers are apprised of the fact. 

6th. — A liberal discount is allowed to all Canteens, &c., in addition 
to paying carriage. 
By the adoption of the cash system of business, all expenses 

of collecting accounts, and loss by bad debts are avoided, and 

ready-money customers are not charged extra to cover loss 

through defaulters, which must always be the case where credit 

is given, hence the Secret of our Liberal Terms. 



WORKS SPECIALLY RECOMMENDED. 



President of Officers' 

Mess Committee. 

Page 32. 



President of Sergts*. & 
Corpls'. Mess Committee 
Page 31. 



President of 

Library and Canteen 

Committee. Pages 33 & 34 



Infantry Officers. 

Nos. 20, 21, 22, 43, 64. 
66, 67, 68, 73, 74, 76, 
89, 108, 123, 124, 
133, 146, and page 29. 



Infantry. 
Non- Commissioned 
Officers and Men. 

Nos. 12, 21, 24, 

25, 51, 52, 54, 56, 56, 

57, 59, 62, 64, 68, 71, 

85, 89, 108, 120, 

121, 123, 133, 135, 178. 



Colour-Sergeants. 

Nos. 8, 12, 21, 26, 
73, 111, 123, 185, 
and Pages 26, 26, 
27, 28, 29 and 30. 



''An officer or non-commissioned officer should qualify 
and instruct himself if he wishes to make his way; 
let him employ every available moment in learning his 
profession in its minutest details ; he oug^ht to know how 
to do everything a private soldier has to do ; one cannot 
give orders on subjects of which one is ignorant."— 

De BRACK. 



Cavalry Officers. 

Nos. 21, 29, 71, 73, 74, 

76, 89, 121, 122, 123, 

124, 146, 148, 168, 186, 

and page 29. 



Troop 

Sergeant-Maj ors 

and all Ranks. 

Nos. 21, 29, 73, 74, 

?, 121, 122, 135, 

148, 168. 



Volunteers. 
Nos. 12, 13, 14, 22, 
24,39, 47,61,52,58,63, 
64, 78, 74, 89, 121, 123, 
124, 135, 149, 172, 172a, 
178, 174, and page 29. 



Royal Engineers. 

Nob. 1, 50, 68, 73, 
74, 75, 84, 89, 91, 
124, 125, 186. 



Company Officers. 

Nos. 8, 21, 22, 23, 26, 

85, 89, 111, 123, 133, 

146, and Pages 25, 26, 

27, 28, 29 and 30. 



Militia. 

Nos. 63, 64, 67, 

73, 74, 85, 89, 96, 

97,98,123, 124, 135, 

and page 29. 



Promptitude in Despatch of Goods is 
one of our Specialities. 



WHAT THE SERVICE PAPERS SAY. 



THE "BROAD ARROW" SAYS:- 

" Gale & Polden are to be congratulated upon their great success 
as Milit.iry Publishers." 

THE "UNITED SERVICE GAZETTE'' SAYS:- 

" Nothing succeeds like success, and this we feel proud to say, 
has proved itself an unquestionable fact as regards the Service 
Publishers, Gale & Polden." 

THE "ARMY & NAVY GAZETTE" SAYS:— 

" Messrs. Gale <k Polden, of Chatham, are fast coming to the front 
as the bond fide Service Publishing Company. A firm which 
seems to be as remarkable for its enterprise as for the excellence 
of its work." 

THE "IRISH TIMES" SAYS:- 

" Gale & Polden, of Chatham, the eminent Military Publishers, 
are without doubt most enterprising." 

THE "ADMIRALTY & HORSE GUARDS GAZETTE" 

SAYS:- 

" Gale & Polden have already placed themselves in the front rank 
as Military Publishers." 



The above are extracts from only a few of the Service Papers ; the whole of the 

Service Papere, Including those of the "Indian &, Colonial Press/' speal^ in most 

gratifying terms of our Publications. 



As a rule the folio wing Papers Review onr Publications :— " The Times,** •* Standard,** 
"Daily Ohronicle/* "Army & Navy Gazette," "Broad Arrow," "United Service 
Gazette." •* Volunteer Service Gazette," "Admiralty A Horse Guards Gazette," "Irish 
Times/ "Morning Post," "Naval A Mibtary Record," "Sheldrake's Military 
Gazette," "Naval A Military Magazine," "Army & Navy Magazine," "Colbum's 
United Service Magazine," **^Spectator," "Journal, Royal United Service Institution," 
"Athensom," " Saturday Review,** "Western Morning News," "Belfast Morning 
News,** and the following Indian Papers :— " Pioneer," " People's Budget," " Bombay 
Gazette,** " Times of India," "Exidiange Gazette." " Indian Daily News," " States- 
man," " Englishman,'* " Advertiser," *^ Friend of India," "Civil & Military Gazette," 
"Mail," "Madras Times,** "Ceylon Times." Canada— "The Times,** Winnipeg, 
" The News," Kingston, " The Mail,** Toronto. QunsKSLAin)— " Government Gazette,** 
Brisbane. Austbalia— " Government Gazette," Melbourne. Nbw Zkalahb— 
"Colonist,*' Nelson. 



Ilenr pitlttaxrtj ^ook^. 

NOW READY; POST FREE. 



«. d. 

1. Aide Memoire, for use of Officers of R.E. Vol I. and II., each 12 6 

2 Andrew's Score Register and Notes on Rifle Shooting 1 6 

3. Ambulance Lectures, for Accidents and sadden Illness ... 1 Q 

4. Army Allowances, Regulations Relative to issue of ... 1 6 

5. Army Signalling Regulations. By Sergt. -Major Sibbald i 6 

6. Army Signalling, Manual of Instruction in 1 

7. Army Signalling, Notes on. By Captain E. T. G. Bower, 

2nd Oxford Light Infantry 10 

"This book should prove of value to many Officers, for in the 
* Manual of Instruction in Army Signalling * very little is laid down 
as to the employment of trained signallers with troops, this omission 
Capt. Bower supplies, from his practical experience as a Brigade 
Signal Officer." — Irish Times, 

8. Alphabetical Roll and Descriptive Book. It is so 

arranged as to meet the present requirements of a Company 1 

9. Aldershot Military Society Lectures. Vol. I. All Sold 2 6 

10. Aldershot Military Society Lectures. Vol. Ii. containiiig 

the following Lectures : — ** The Use and Abuse of Field 
Artillery," by Col. Beackknbuky, B.A. "The Maxim 
Gun/' by Capt. Stone, B.A. ^'Personal Beminiscences 
of the Turko-Bussia War," by Major Knox, B.H.A. 
" Mounted Infantry : Its Present and Its Future," by 
Major HuTTON, D.A.A.G. " Modem Cavalry in the Field 
of Battle," by Col. Liddle, late 10th Hussars. Bound in 
Bed Cloth 2 6 

11. Aldershot Military Society Lectures. Vol. ill. containing 

the following Lectures. " The Food of the Soldier," by 
Surgeon Davies, M.D., A.M.S. "British Bailways and 
the Capabilities for Home Defence," by Lieut.-Ool. 
Myles Fenton. " The Organization of an Army for War," 
By Major-Genl. Harbison, C.B., B.B. **The Physical 
Condition of the Horse for Military Purposes," by A. B. 
Fleming, Esq., C.B. " The Application of Fortification 
to the Bequirement of the Battle Field," by Major Sayaoe, 
R.E. Bound in Bed Cloth ... 2 6 
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12. BattaUon DrlU Made Easy (with 57 iUnstrations), in 

accordance with Infantry DriU. By William Gobdon, 

2nd Batt. Gordon Highlanders (late Sergt.-Major, 2nd 
Bait. Scots GKiards). 5th Edition 2 

" It is 80 olear and simple, and leaves nothing to be imagined by the stndent, 
as eveiy single movement in BattaUon Drill is explained under all the various 
positions. The book merely wants to be read in order to be appreciated and 
admired."— ^rmy and Navy Gazette, 

*' In the Infantry Drill, references are continuity made to preceding i>ara- 
graphs. The result is confusing and troublesome. Mr. Grordon to obviate this 
blemish has produced the work before us. Mr. Gordon has performed his task 
well, and we venture to assert that an officer or non-commissioned officer who 
masters this book has practically absorbed the essence of Battalion Drill." — 
Colbum*» United Service Ma^aeine, 

13. t Battalion Drill, Catechism on, with Appendix and Words 

of Command 2 

14. Brigade Drill made Easy. By W. Gobson, 2nd Batt. Gordon 

Highlanders. 3rd Edition, Revised and Enlarged 2 

*' Brigade Drill Made Easy, by William Gordon, 2nd Gordon Highlanders. All 
explanations requisite for the comprehension and execution of any movement are 
given with the description of the evolution under notice, thus enabling the 
student to perceive at a glance the details for carrying it out, tot^ether with the 
place assigned to each individual connected with the Brigade. The work is com- 
pendious, the diagrams clear, and Sergt.-Major Gordon has carried out his duties 
in the most satisfactory way."— Srocw? Arrow. 

16. Barrack Inspection Book for Qr.-Masters and Qr.-Mr. 

Sergeants. Size, 8 by 5 ins. Compiled by Qr.-Mr.-Sergt. 

W. Hall, Eoyal Warwickshire Regiment 2 

Brackenbory's, Lient-Oolonel, Handbooks for Officers. 

17. Do. Modem Tactics, Elements of, by Colonel Shaw 9 

18. Do. Field Artillery, by Major Pbatt 5 

19. Do. Military Administration, by Major Buxton ... 7 

19a. Do. Field Works: their Technical Construction 
and Tactical Application, by Colonel C. B. Bbackenbubt, 
E.A. In Two Volumes 12 Q 
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20. Oompany Drill Made Easy. By William Gordon, 2nd 

Batt. Gk)rdon Highlanders. 2nd Edition. With 54 illus- 
trations, in accordance with " Infantry Drill " 1 6 

'*The direction of all ranks; and explanation of the words of 
command are clear and concise." — Broad Arrow, 

** It is simple, clear, and will be found most useful by those for 
whose benefit it is intended." — United Service Gazette. 

21. t Catechism on Company Drilli with Appendix on Words of 

Command. By William Gordon 1 6 

t These are works of the utmost value, and are intended to answer a 
twofold purpose: — Ist, to afford the student an easy and ready 
means of committing to memory all the various movements in Drill ; 
2nd, to enable the examiner to put every question in a much more 
concise and intelligible form than could otheryrise be accomplished if 
depending on the Infantry Drill alone. The Appendix on words of 
Command will be found equally useful, more especially to those who 
have acquired a habit of giving them incorrectly, and for whose 
information and guidance this has been specially introduced, as it not 
only contains the incorrect words of Command so frequently made use 
of, but also shows the reason why they ought not to be given. 

23. Catechism of Military Training by Major H. Fitzbot- 

Makbyat, The Boyal Berkshire Regiment. Wi Edition, 

in accordance with '' The New SyUabus " 2 

" Every care has been taken by the compiler to ensure correctness 
in the details, and a very short acquaintance with it will satisfy 
those who read it carefully, as to its being a work of sound practical 
utility. There can be no doubt that non-commissioned officers and 
men may derive a good deal of information from Major Marryat's 
work. The contents are divided into four weeks, in the course of 
which no item appears to be left unnoticed." — Army cmd Navy Gazette, 

24. Catechism on the Manual of Instruction in Army Sig- 

nalling, by Major L. Edte, B.M.L.I., and Capt. Elmhibst 

Rhodes, D.S.O., The Boyal Berkshire Regiment 2 6 

The value of visual signalling is now fully recognised, an indifferent 
signaller is worse than useless, and the great responsibility resting on 
all signal officers and men in the field render it necessary for men to 
make themselves acquainted with every detail connected with this 
service ; additional inducements have lately been held out to volunteers 
to qualify themselves in this branch of military training, and this 
work is intended as an aid to all in reading the Manual, and becoming 
thoroughly at home in the various methods of sig^nalling. 
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8. d. 

25. Catch Questions in Infantry Drill. By Lieut . G. D' Arct 

Evans, 1st Royal Irish Rifles 6 

This little work contains all those questions which are likely to 
be put to the N.-C.-O. and the answers to which, no doubt form 
a fair criticism of a thorough practical and theoretical knowledge 
of the intricacies of the Infantry Drill. 

26. Company S(lUad Book. The best, cheapest and most 

complete Roll Book ever issued ... ... ... ... 1 

27. Cavalry Boll Book and Handbook of General 

Information. By Qr.-Mr.-Sergt. PiLLiNGER, O.R.C., 10th 
Royal Hussars ... ... ... ... ... ... ... 2 6 

28. Cavalry Outposts, Questions and Answers on. By Gapt. 

R. H. Morrison, Comdt., S. of Ins. for Aux. Cavalry ... 9 

29. Cavalry Instruction. By Gapt. R. S. S. Badbn Powell, 

13th Hussars, Third Edition 4 6 

30. Cricket Scoring Book. The Official. Made of the best 

paper and containing the Amended Rules of the Grame. 
GlothBound 1/6 & 2 6 

31. Cyclist Section Drill. By Sergt. W. Radermacher, Victoria 

Rifles 6 

32. Defence and Attack of Positions and Localities 3 6 

33. DressBegulationsfor Officers of the Army 2 

35. Drill Cards— Becruit or Squad Drill, Part 1 3 

36. „ „ Company Drill, Part II 3 

37. ,, ,, Formation and Evolutions of a Battalion, 

Partm 3 

38. „ „ Brigade Drill, part IV 2 

These Gards, having cloth backs, may be carried in the 
pocket, and are very useful for prompting. 
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39. Elements of Tactics for Volnnteers. By Captain Blomyield, 

The Lane. Fusiliers, Adjt. Isfc Vol. Batt. Lane. Fusiliers ... 1 6 

This is a book that can be read and understood, not onl^y by all intelligent 
volunteers of whatever rank, but also by every thoughtful civilian, innocent of 
even the most elementary Military training. The treatment of all the subjects 
is plain and practical ; Outposts— probably the most important and frequent 
duty that would fall to the lot of volunteers— are dealt with at considerable 
length : first the general principles, then the application of those principles, and 
finally a typiced example of the |)rinciple8 as applied to a particular piece of 
ground. The chapter on reconnaissance is also worthy of special note, and a 
suggested method for executing road sketches is so simple and so eminently 
practical that we shall be surprised if it is not in future universally followed. 
Outposts, Advanced Guards, Reconnaissance and Defence, are some of the 
chapter headings, and the conciseness, clearness of expression and extreme 
cheapness of price, are such that this book should be forthwith in the hands not 
only of the ofucers, but of every intelligent member of the force. 

40. Encampments, Begnlations and Instructions for ... 9 

41. Expeditious Method of Calculating Soldiers' Services ..0 3 

42. Engineering, Elementary Manual of Field 1 6 

43. Field Fortification, Notes on the Text-books. Arranged 

for Officers preparing for Promotion Examinations. By 
Major H. D. Hutchinson, B.S.C 4 

" A compilation which will prove most useful. A most practical work in every 
way." — r*« Pioneer. 

45. Flag Drill for Signallers. By Sergt.-Major Sibbald ... 3 

47. Field Book for the Auxiliary Forces. By Gbnbral 

Viscount WoLSBLBY 1 6 

48. Fortification, Text Book of, &c. By Colonel G. Philips, R.E. 16 

49. Field Report Book. For writing orders and reports of 

reoonnaissance and oatpost dnties in the Field, &c. Each 
book contains concise directions, carbon paper for copying 
report in duplicate at one operation, and pencil 1 g 

50. Free Gsrmnastics. and Light Dumb Bell Drill as 

practised at the Gymnasium at Aldershot. By 

Sergt.-Major Noakes, Gymnastic Staff 1 

51. Fire Discipline. ByOol.J.L.T.Toke,lstV.B.R.BerksRegt. 3 

52. Firing Exercise Corrected to date, from time to time as 

alterations take place at Hy the 3 
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54. tGiiide to obtaining a First Class Army School Certifi- 

cate. 3rd Edition. By an Army Sohoolmaster. Carefully 
compiled in compliance with the New Orders referring to 

the First Class Certificate 3 6 

In this volume will be found enough to secure a good pass for a 
First Class Certificate. It has been compiled by an experienced and 
successful Army Schoolmaster, who has omitted nothing that is 
necessary, and admitted nothing superfiuous. The aim of the volume 
is to place the requisite information in a compact and inexpensive 
form before the intending candidate. 

55. tGuide to obtaining a Second Class Army School 

Certificate. By an Army Schoolmaster. 5th Edition ... 1 6 
*^Non- commissioned officers and men seeking to qualify, will find 
the * Guide to Second Class School Certificate ' a very valuable little 
work, aiding them, as it must do, to secure success. It covers all 
the ground and gives hints and specimen papers in every subject. 
As it is an inexpensive book, it should meet with a large amount of 
support from those for whose special benefit it has been put 
together." — Army and Navy Gazette, 

56. tGiiide to obtaining a Third Class Army School Certifi- 

cate. By an Army Schoolmaster. 4th Edition 6 

57. tThe Soldier's SpelHng Book for obtaining a School 

Certificate, including Technical Terms and Words 

of daily use in Army Matters. By an Army School- 
master. " To candidates for a School Certificate, who are 
bad spellers, this book is so arranged that a few hours study 
will make a good speller of a bad one " 6 

59. tThe Soldier's Table Card. Giving the Tables, &c. 

necessary for an Army School Certificate 1 

t These works have the approval of the Inspectors and Schoolmasters throughout 
the entire Service, and are specially recommended by them. ' 

60. Forms for Practising on for the Examination. Form c. 

313, Examination Paper, 9d. per doz. ; 3/- per 100. Form 
C. 315, Arithmetic Examination Paper, No II., 1/3 per doz.; 
5/- per 100. Form C. 316, Arithmetic Examination Paper, 
No. III., 9d. per doz.; 3/- per 100. Form C. 317, Savings* 
Bank Forms, 9d per doz.; 8/- per 100. Form 0. 2017, 
Monthly Pay List and Ledger combined, 9d. per doz. ; 8/- 
per 100. For other EducatioDal Works please see page 16. 
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02. tGuide to Obtaining Oivil Employment. Compiled for the 

nse of soldiers about to be discharged or transferred to the 
Army Beserre. By Conductor E. E. Hawks, C. & T. Corps. 

3rd Edition. Bevised and Enlarged throughout 6 

"This little volume should be in the hand of every man who is 
approaching the term of his Army Service. Its object is most praise- 
worthy, and its hints will be found invaluable ; for, in a concise form, it 
provides full information concerning all the associations though which 
employment for discharged soldiers may most readily be found." 
— Arrwy and Navy Gazette. 

*' The man who leaves the Service will find, by reference to this 
little book, the Begister for Civil Employment, and a list of all the 
societies and associations founded for the employment of discharged 
soldiers." — United Service Gazette. 
t Reoom mended by General VIsoount Wolseley. 

63. Guide to Promotion to Field Rank in the Auxiliary 

Forces. By Capt. A. Baird-Douglas, 5th Batt. B. Fusiliers 2 6 
Contents : — 1, Extracts from Militia Begulations ; 2, Extracts 
from Volunteer Begulations ; 3, Instructions concerning 
Boards of Examination ; 4, Begulations, &o., of Schools of 
Instruction; 5, Battalion Drill; 6, Guards (including 
Advance and Bear) ; 7, Boute Marching ; 8, Skirmishing 
and Attack Formation ; 9, Brigade Drill ; 10, Biding; 11, 
Ammunition, Food, and Forage ; 12, The System of Orderly 
Boom Work ; 13, The proper channels of CoiTespondence. 
Appendix : — 14, Official FurmSf &c. ; 15> Examination Papers. 

64. Guides &; Markers' Duties in Company, Battalion and 

Brigade Drill. By Sergt.-Major W. GORDON, late Scots 

Guards. 5th Edition 2 

" Messrs. Gale and Polden, of Chatham, who are coming to the front 
as the hona-Ude service publishing Company, have issued a number of 
military handbooks in a portable form, of which Gmdes and Markers 
Dutiesy by Sergt.-Major Gordon, is a fair specimen. The book is mtend- 
ed to enable Guides and Markers to perceive the posts assigned to 
them, sparing them waste of time in the perusal of each section, and 
ever-recurring references which are made to preceding sections, &c., 
during the explanation of movements in the Infantry Drill. The places 
assigned to Guides and Markers are given in well executed Plates, with 
the description of each movement, rendering eaxsh intelligible in 
itself." — Anwy and Navy Gazette. 

65. Ghiides & Markers* Duties in Company Drill. By Sergt.- 

Major W. Gordon. 5th Edition, with 54 illustrations, ... 9 

Bound in cloth 1 
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66. Onide to Court-Martial Procedure. By Lieut. C. G. 

Morrison, The Rifle Brigade 1 6 

"This Guide will doabtlessly become very popalar with the Army, 
and especially with subalterns who have had little or no experience 
in District and Regimental Courts Martial. Instead of having to 
wade through the mass of intricate information contained in the 
Manual of Military Law, they will here find the form of proceedings 
in a compact and handy shape. The Author is entitled to the thanks 
of his brother ofiicers, especially the junior ranks, for having published 
such a useful and reliable multum in parvo on Court Martial pro- 
cedure." — The Illustrated Naval & Military Magazine. 

67. Ouide to the Examination for Promotion in the Infantry. 

By Colonel Bannatyne. Regimental Duties* Part I. — 
Rank of Lieut, and Captain 7 

68. Onide to the Examination for Promotion in the Infantry. 

By Colonel Bannatyne. Regimental Duties. Part II. — 
Rank of Major 7 

69. How to Post and Tell off a Picquet, and the Details of 

Ontpost Duty. By Capt. fl. Stapylton-Marshall ... 6 

70. Handbook for C.B.E's., Division Officers, and Foremen of 

Works. Being a revised edition of Military Labour 
Schedule for Works and Repairs to Buildings, Ac, with 
alterations, additions and corrections to date. By F. W. 
Edwards, Draughtsman, R.M. A., late R.E. Dept 3 

71. t Hints to Tonng Soldiers. By William Gordon, 2nd Batt. 

Gordon Highlanders (late Sergt. -Major, 2nd Batt. Scots 
Guards.) 3rd Edition. Revised and Enlarged throughout 6 

" Mr. Gordon has published another book, one which deserves 
success, for it abounds in advice to young soldiers, so good that if they 
would only act up to it, there would soon be no prisoners in the British 
Army. As a man who served for many years in the ranks, he speaks 
with a degree of experience, which we hope will impress the minds of the 
recruits, to whom he dedicates this useful work." — United Service Gaz. 

" A little budget of sound, good, wholesome advice, in plain 
language. It would be well if a copy could be given to every young 
soldier just starting on his new career." — Broad Arrow. 

t This Book has been peoom mended by the Commander-in-Chief. 
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72. Historical Records of the Forty-fourth, or the East 

Essex Bej^ment. illustrated 5 

72a. Historical Records of the 89th Princess Victoria's 

Begiment. ' Compiled by Capt. R. Brinckman, 2nd Royal 
Irish Fusiliers. Fully Illustrated 5 

72b. Historical Records of the Sixth Dragoon Guards, 
(Carabiniers) a continuation of, from 1839 to 1887. 

By Capt. A. Sprot, Sixth Dragoon Guards. 4 

73. Hythe Certificate Made Easy, or, how to obtain a School 

of Musketry Certificate. Being an arrangement of the 
various subjects taught at the Schools of Musketry, and on 
which the Students are examined either orally or by written 
papers. Carefully revised and corrected to date. This 
work is fully illustrated and is compiled upon the New 
Musketry Instructions. It will be found of the utmost 
value to Officers and Non.-Cow.- Officers at the School of 
Musketry, Hythe. It supplies a want long felt at the school. 
The book has just been carefully compiled and can be 
strongly recommended 3 6 

74. Infantry Fire Tactics. By Capt. c. B. mayne. 2nd Edition, 

Enlarged & Revised thronghoat with Diai^rams and Illustrations. This 
is the only complete work on a subject of vital importance to Infantry in 
the Field. It fills a want th«t has hitherto existed in Sn^lish Militaiy 
Literature, and should be in the hands of all officers. Besides dealing with 
the question of Infantry fire and how to use it at all ranges so as to obtain 
the maximum effect, it also embraces subjects which have a direct bearing 
on Infantry; flre, such as range finding, supply of ammunition on the 
battle-field, influence of ground on effects of fire, principles of musketry 
instruction, and the use of the magazine rifle 6 

NoTB— This book is in no sense merely a reprint of the former edition ; it is 
entirely re-written, and brought down to date. 

" Capt. Mayne has done a real good to the Service in giving us a 
work which places before us clearly and concisely the whole question." 
— Journal B. U. 8. Institution. 

" Capt. Maynb*8 book is sure to be widely read and largely quoted. 
. . . The thanks of the public are due to Capt. Mayne." — Arm/y and 
Navy Magazine, 

" Capt. C. B. Matne, has contributed a valuable addition to our 
knowledge of the functions of Infantry in Wa,r. "-Army Sc Navy Gazette. 

** He who has become acquainted with the rich contents of this 
book is obliged to admit that the notices of the English Military press 
on it are just." — Gronstadt Vestnik. 
This book is being strongly recommended by Viscount Wolsbley, Sir 
Fred. Robbets, Sir. A. Alison, Sir Evelyn Wood, and all the principal 
Generals and Commanding Officers in the Service. 
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75. InstructionB in Military Engineering. Vol. 1. Part 1. 

Field Defences, 2/-. Vol. 1. Part II. Attack of FortresBes, 
2/6. Vol. I. Part III. Military Bridges, 3/-. Vol I. Part 
IV. Military Mining, 1/6. Vol. 1. Part V. Miscellaneons 3 6 

76. Infantry Drill, 1/- ; with Corrections 1 2 

77. Military Geography. By the Author of Guide to 1st Class 

Certificate 1 6 

"This work is specially written for the Army — the necessary 
portions being thoroughly explained and all unnecessary matter 
omitted. The compiler has great experience in the preparation of 
candidates for examinations." 

78. Military History. By the Author of Guide to Ist Class 

Certificate 16 

<< This book possesses many advantages (for military men) over any 
other, it having been compiled specially for their use." 

80. Military Handwriting and the copying of Official and 

other manuBcripts 1 6 

" This work contains varions manuscripts together with a key by 
which the student will be enabled to decipher the more difficult 
passages. It also embodies a splendid system of Handwriting by 
which anyone may rapidly become an expert writer." 

81. Military Atlas. Containing colored maps comprising the 

whole world 2 

** Compiled specially for military men and candidates for First 
Class School Certificates." 

84. Musketry Begolations 1 

85. Manual, and Firing Exercises for the Martini-Henry 6 

Contents : — General Directions ; Manual Exercise ; Manual 
Exercise in Two Hanks, and Piling Arms; Funeral 
Exercise ; Paying Compliments with Arms ; Dismissing a 
Company; Review Exercise; Manner of Inspecting Arms 
on Parade; Bifle Exercises for Sergeants; Guards and 
Sentries; Instructions for cleaning the Bifle; New 
Bayonet Exercise ; Firing Exercise for Bifle and Carbine. 
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86. Military Signalling Test Message Cards ... PerDoz. 9 

87. Military Telegraphs and Signalling Message Book. 

Army Book, 119, A 2 

87a. Military Signalling Scribbling Book. A.B.,ii9,c. ... 10 

88. Military Sketching for Non-Coms. and Men. Fully 

Illustrated 6 

This little work will be found of the greatest assistance 
to those N.-C. O's and Men, who are likely to have Sketches 
to make. 

89. Military Sketching Made Easy and Military Maps 

Explained. By Major H. D. Hutchinson, B.S.C, Garrison 
Instructor. 3rd Edition. Revised throughout ... ... 4 

"An excellent little Manual * * admirably succeeds in its 
object." — Pioneer. 

** This useful work, besides conforming in every wcvy to the Ofieial Text- 
book of Military Topography, aims at being more explicit and explan- 
atory than this latter on the various points dealt with. In this the 
Author has succeeded." — Royal Engineers' Journal. 

" All these points he very clearly explains. * * we are sure that 
many an Officer will feel obliged to Major Hutchinson, for easing 
his weary way through the mazes of this subject." — Broad Arrow. 

90. Manual of Military Law. Containing Army Acts and 

Reserve Forces Act, 2/6 Abbreviated Edition 1 6 

93. Military Map of Aldershot. 3-in. scale, specially surveyed 
and plate engraved, to meet Officers' requirements for 
Military Sketching and Reconnaissance. 
Printed on paper and folded in cloth case 2/- Linen ... 3 6 

** We have received from Messrs. Gale & Polden, a most excellent 
Military Map of Aldershot and the Surrounding Country. It is on the 
scale of S-inches to a mile, and is admirably clear in regard to the 
camps, rifle ranges, roads, waterways, &o." — Army 8f Navy Gazette, 

96. Militia Squad BoU Book. By Cr.-Sergt. J. Smyth, 3rd 

Lincoln Regt. ... ... ... ... ... ... ... 1 

" Many matters of detail affecting the interior economy of a 
company are plainly set forth, and the revised scale of fines for 
drunkenness is clearly exhibited. The little book is issued in a 
convenient form for the pocket." — United Service Gazette. 

BROMPTON WORKS, CHATHAM. 



18 
GALE & POLDEN, PRINTEKS & PUBLISHERS, 

s. d. 

97. Militia Begnlations 2 

98. ,, Officer's Examiner 4 6 

103. Morse Alphabet and Auxiliary Signs or Signals. 

Printed on Cards 3 

J 04. Morse Alphabet. Printed on Paper Per Doz. 1 

105. Movements of the Color Party at Battalion Drill, &c. 

The formation and movements of the color party on parade, at 
battalion drill, are extracted and condensed in consecutive sections, so 
as to enable junior subalterns to master this part of their drill with 
facility ; and in so doing contribute, in ever so small a degree, to the 
\ general smartness of a battalion on parade ... 6 

107. Nicknames in the Army. Nearly every Regiment in the 

Service has (or has had) a Nickname, and this little book 
gives the most complete record of the same ever Printed... 1 

108. Note Book, the Army. Made in three Sizes- 

No. 1. — 4-in. by 2^.in. in Cloth, 6d. Leather 9 

„ 2.— 5-in. by 3-in. „ 9d. „ 1 

„ 3.— 5Hn. by Si-in. „ 1/- „ 1 6 

The above Note Books will be found by far the most useful and 
serviceable yet manufactured for the Army. 

108a. Physical Training Without Arms, in accordance with 

Infantry DriU. Illustrated with Twenty-Six Plates, as 
taught at Aldershot ... ... 9d. Bound in cloth 1 

** Physical Training Without Arms Made Easy, with its 
numerous and rich plates, and costing but a shilling, ought 
to be in the hands not only of military men, iDut all 
schoolmasters." 

** It is a most useful, handy and interesting volume." 
** Its hints and directions are in valuable. "-Btm/ Free Press. 

109. Physical Drill With Arms, New Bayonet Exercise and 

Attack and Defence, in accordance with the New 

Drill. Illustrated with Thirty-Six Plates, as taught at 
Aldershot 9d. Bound in cloth 1 

" An invaluable little book, for, thanks to the admirably 
drawn plates, of which there are thirty- six, it would be of 
great use to the thousands of desk-workers who can get no 
such training as that of the soldier, and for whose health it 
is at least as necessarv." — United Service Gazette. 
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110. Passes (W.O. Pattern). Per 100, 6d Per 1000 4 

111. ,, PermaDent, cloth bound, will last for years Per Doz. 3 
For full particulars of Permanent Passes in accordance with 6.0. 36, 

of March, see page 30. 

112. Practice and Procedure of Oourts-Martial and Disposal 

of Offences by C.O'S. By Col. G. Cox, R.I. Fusiliers.... 10 

113. Queen's Hundred By H. P. Miller 16 

114. Queen's Regulations and Orders for the Army 2 

115. Royal Warrant for Pay, Promotion, &c 16 

116. Remarks and Suggestions on our Military System. By 

Capt. H. G. PuRDON, North Staffordshire Regiment. ... 2 

117. Register Cover for Marking Points at the Target, with 

Elastic Band, Black Waterproof, greatly improved 1 6 

119. Regulations for Mounted Infantry 16 

120. On Guard ; What to do and How to do it. 6th Edition.,. 6 

" A useful little handbook, the very thing that the young and 
inexperienced stand in need of, arranged by Capt. M. Quatlr-Jowes, 
6th Royal Warwickshire Regt., has been forwarded to us for notice. 
A more concise and better guide could not have been compiled. 
Every officer will remember the fear and tremor in which he stood 
when the startling cry of *' Guard, turn out ! " first broke upon his 
ears, and will, although smiling: at the recollection, reflect to himself 
that the instructions contained in the Queen's Regulations and on the 
board of orders of the guard-room, were not altogether of an explicit 
and satisfactory nature. Capt. Quaylk-Jonbs has remedied this 
defect." — Army S; Navy Gazette. 

121. On Outpost ; What to do and How to do it 6 

* * Never have we met with a more clever little work on Outpost 
Daty." — Broad Arrow, 

122. On Vedette, an easy aide memoire to Vedettes on Outpost 

Duty. Arranged by Capt. R. S. S. Baden-Powell, 13th 
Hussars 3 
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12S. Official Letter Writing, Orders, &;c., Ghiide to, by an Army 

Schoolmaster. 3rd Edition ... 1 6 

"A most useful work for young Officers and Non-Commissioned 
Officers of all Branches of the Service. In this work are compressed 
concise, yet full directions, not only upon Official Letter Writing 
and Orders, but also upon Handwriting, Style of Composition, 
Punctuation, Precis Writing, Military Abbreviations and Relative 
Rank, together with such business terms as are, or may be, appli- 
cable to Military life. To those whose duties require an acquaintance 
with clerical work of any kind it can be confidently recommended.** — 
Army Sf Navy Gazette. 

124. Officers' Pocket Book for Home and Foreign Service ... 3 6 

**0ffi,cer8* Pocket Book, by Mr. Grordon, 2nd Grordon Highlanders, 
which is less voluminous than Lord Wolseley's manual, and contains 
a digest of much useful knowledge arranged in Alphabetical Order, 
and taken from the best authorities'* — Army Sf Navy Gazette. 

"Mr. Gordon bids iair to become the most prolific compiler of 
military books in the British Army. From courts-martial to guards, 
from rations to the fismarch bandage, every subject of practical 
interest to soldiers is noticed; and it would be well if every 
British officer carried in his head the varied information contained 
within the binding of this book.** — United Service Gazette. 

125. Boll and Memo. Book for B.E. Field Companies. 

ByCapt.J.C.TYLBR, R.E. 3rd Edition. Revised throughoat 2 

" This work contains various roll forms that are required by an officer 
in charge of a company ; details of daily routine ; the duties of all 
ranks ; fall list of equipment ; directions which embrace the remotest 
item ; hints on a variety of subjects, useful recipes, scales of forage, 
and indeed information on nearly every point likely to be useful to 
company officers no matter how experienced they may be.** — 
Adnviralty Sf Horse Guards Gazette. 

126. Ricardo's Company Drill 1 

127. Rhymes from the Ranks. By Qr.-Mr.-Sergt. H. Moeey 

(late 2nd Batt. The Royal Irish Rifles) 1 

" To the Army, in which I spent the best years of my life, this 
little book is, with all its defects, most respectfully dedicated by the 
Author. Many of the Rhymes are of considerable merit, and will 
b© popular in the Ranks, for whom they have been principally 
written." — Irish Times. 
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128. Begnlations for the Royal Engineers 3 

129. Road Reports, printed, and ruled. 3d. each or Per Dozen 2 

131. Scoring Book. The All Range (Wimbledon) 1 6 

132. Scout's Ghlide. By Captain Delavoye 2 6 

133. Skirmishing, Attack & Defence for a Company, Battalion 

and Brigade. By Sergt.-Major W. Gordon. lUastrated 

with Thirty-Nine Plates 2 

This book has been compiled in strict conformity with the 
new system of Skirmishing, Attack and Defence, as laid 
down in the Infantry Drill Book ; but in order to meet the 
want of some uniform system for drill purposes at instruc- 
tion parades, the several movements have been arranged 
and described in a simple manner, so as to meet the 
requirements of all concerned. 

135. Sergeant's Pocket Book for Home and Foreign Service. 

By Sergt.-Major W. Gordon ... Leather, 3/6. Cloth 2 6 

" Quartermaster Gordon has done for the Non-commissioned Officer 
what Lord Wolseley has done for the Officer, in compiling a work 
which contains the cream of a large number of standard books on 
military subjects. We consider this little book simple, clear, and 
practical, and no doubt valuable additions will be made to it in each 
of the many succeeding editions which we hope to see appear." — 
Golhurn^s United Service Magazine. 

136. Soldiers' Shooting. By Lieut. H. de B. HovBLL, Worcester 

Regt 1 6 

'* There is much in the book which is worthy of discussion, and we 
can only hope that it will meet with the attention which it deserves. 
Space prohibits our entering into a lengthy discussion with Lieut. 
Hovell, but we recommend ** Soldiers' Shooting " to all who are 
interested in the subject, and also to those who, not being interested, 
may be induced to become so by reading this book." — Admiralty and 
Horse Guards Gazette, 

146. Soldier's Pocket Book. By General Viscount Wolselky ... 5 
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I47. Squad Book for Pocket— Infantry 
148 Cavalry 



r. d. 

1 

2 6 
1 
1 
1 6 



149. „ „ „ „ Volunteer 

150. „ „ „ „ MUitia 

151. „.. „ „ „ Royal Artillery ... 

152. ,, ,, ,^ ,, Commissariat and Transport 2 

153. Sword Exercise, and Carbine Sword Bayonet Exercise 6 

155. Target Practice Scoring Book 4d. and l 6 

156. Questions and Answers on Tactics. By Capt. Dbmangel 6 

157. Tactics, Modem, The late Battles in the Soudan. By 

Capt. C. B. Matne 2 

160. Tactics, Minor. By Lieut.-Colonel Cleey 9 

161. Tactics, Modern, Precis of. By Colonel R. Home. C.B., R.E. 8 6 

162. Tactics, Modem. By Colonel Shaw 9 

164. Tactics for Volunteers, see page 11 1 6 

166. Trifles ; or Little Things for Volunteers to know ... 4 

167. Text Book of Fortification and Military Engineering, 

Parts I. and II., each ... ... ... ... ... ... 7 6 

168. Troop Sergeant-Major's Account Book, The. To last 

twelvemonths. Arranged for Home and Foreign Service 6 
Most carefnlly compiled by a Cavalry Quarter-master who has had 
very great experience in keeping Cavalry lletorns. 

169. Treatise on Small Arms and Ammunition. Text Book 

for the Army. By Colonel Bond, R. A. 4 

170. Topography, Military Official Text Book of. By Colonel 

RiCHAEDS 3 

171. Trumpet and Bugle Sounds for all Branches of the Army 2 
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172. Volunteer Force, Begulations for 16 

172a. Volunteer Military Administration for Oficers. By 

Capt. H. Walker, Adjt., 2nd Vol. Batt., West York Regt... 1 6 

i72b. Volunteer Members' Tickets, strongly made in stiff cloth 

Covers with Crest and Title of Corps ... per doz. 3 

173. Volunteer Company Squad Boll Book. Specially arranged 

with Instructions for Camping, Marches, Ac, Ac 1 

174. Volunteer Drill Attendance Begister 1 

175. On Ghiard Writing Companion, made iu Leather, fitted 

with pocket to hold Army Forms and Foolscap, Penholder, 

Pens and Pencils 2 6 

176. Of&Cial Crests of the Army, in Packets containing fonr 

dozen Designs. All beautifnlly executed in varions coloured 
relief. Nos. 1, 2, 3, 4, 5 and 6 Packets, now ready each 6 

" We have received from Gale & Polden, the well-known Army 
Stationers, Packets of Regimental Crests. They embrace some 
300 varieties, each and all exceedingly well-done. We suppose the Dies 
were primarily executed for the Stamping of Begimental Stationery, 
but embossed in various colours on separate circles of paper, as these 
before us, they form useful and interesting presents to collectors 
of Armorial Insignia." — Broad Arrow. 

177. Badges and Honors of the British Army, in Packets 

containing two dozen. Handsomely Printed in Gold and 
Colours. Nos. 1, 2, 3, 4, 5 and 6 Packets, now ready, each 6 

" Messrs. Gale and Polden, of Chatham, have just produced an admirably 
executed set of badges and honors of the British Army. They are 
printed in gold and colours, and are sold in six packets of twenty-four 
designs each. The idea is a happy one, and well carried out by a firm 
which seems to be as remarkable for its enterprise as for the excellence 
of its work." — Army wnd Navy Gazette. 

178. British Army Crest Album, containing Honors and 

Nicknames of the Army with spaces for all Begimental 
Crests, Badges, &o 4 
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180. Regimental Marches. We have published the Be^mental 

March of several Eegiments, with the Crest and motto, 
&G., on the cover. This is a decided novelty, and bids fair 
to become very popular in all the Regiments of the British 
Army. The following are now ready : — 

Coldstream Guards, Royal Engineers, Royal 
Marines and Berkshire Regiment, each 1 6 

181. Ooloured Pencils for Survejring, Bed, Blue, Green, 

Burnt Sienna, White and Yellow, 3d. each. Per Doz. 2 6 
Specially manufactured for military Sketching. 

182. Field Sketching Companion (Eegistered). This useful 

Companion is invaluable to military men when sketching in 
the Field, or at an examination, containiog as it does, a 
Service Protractor, Pencils, hard, soft, medium, red, blue, 
green, sepia, drawing stump, scale of shade, and Pointed 
India Rubber, in compact leather case each 6 

183. „ „ „ (not fitted) each 1 6 

1B4. Field Sketching Case. Size ll-in. by ll-in. Made in strong 
Waterproof Leather, with pocket for Drawing Paper, 
Pencils, Protractor, Ac 2 6 

Do. do. Size ll-in. by 13-in. do. do. 3 6 

These cases have been specially introduced for the use of Officers 

and Non-Commissioned Officers and will be found invaluable for 

Sketching in the Field. They are now being used at the School of 

Military Engineering, and at most of the Garrison Classes. 

185. Field Sketching Book ruled in squares 6 

186. Protractors for Survesring. As used at the S.M.E. Chatham ; 

and the authorized Pattern in India. Ivory 7/-. Boxwood 2 6 

" Gale and Polden have just brought out a new surveying protractor, whick 
possesses the following advantages, It is provided with a dia&ronal scale, from 
which any suitable scale can be made by the Surveyor in the field. Instead of 
the numerical figures, on the face of the protractor is engraved a simple rule for 
determining the vertical intervals, and a formula for constructing any scale of 
slope differing from the engraved normal one. A formula for the conversion ot 



slopes expressed in degrees into the same slopes expressed as fractions and vice 

versa ia also given. The protractor is also fon , - - 

six in. to the mile."— £oya^ Engineer** Journal. 



Qale 8f Polden are the sole Publishers for the hooks published by the 
Aldershot Military Society. 
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SUITABLE FOR 

COMPANY, TROOP, AND BATTERY. 
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Alphabetical Boll and Descriptive Book. This Alphabetical 

Roll and Descriptive Book is so arranged as to meet the present 
requirements of the Army ; plenty of room being allowed for 
the constant changes that now take place in the company ... 1 

Barrack Boom Arrangements (Infantry). Official. Being 

instructions for the Soldier in the arrangement of his Barrack 
Room PerDoz. 2 

Bed Cards, No. 1 size, 4i by 3-ins. Without Crest, per 100 2/6, 

200 4/- 500 8 

„ ,, „ „ With Crest beautifully 

Stamped in Relief, per 

100 3/6,200 5/. ...500 10 
„ ,, No. 2 size, 3i by 2i-ins. Without Crest, per 100 1/6, 

200 2/9 500 6 

„ „ „ „ WithCrest, 1002/6, 2004/-, 

500 8 

Door Cards, No. 1 size, 4J by 3f -ins. Without Crest, per 100 3/6, 

200 5/- 500 10 6 

„ ,, „ „ With Crest beautifully 

Stamped in Relief, per 

100 4/6,200 6/. ... 500 15 
,, „ No. 2 size, 4i by 3i.ins. Without Crest, per 100 2/6, 

200 4/., 500 8 6 

„ „ „ „ With Crest, per 100 3/6, 

200 5/. 500 10 

Order Book (A. B. 137) 1/6. Washing Book 6 

Case for Soldier's Pocket Ledger, without Pocket i o 

„ „ „ „ „ Best Leather, with Pocket 2 

Any Soldier can bind his Pocket Ledger in these cases. 

„ „ Annual Musketry Betum. Whole Cloth Cover ... 2 

„ „ Pay-Sergeant's Cash Account Sheets. Cloth 2 o 

„ „ Pay and Mess Book, lettered, with Pocket. Leather... 7 
„ „ Pay List, lettered, 7 o 

„ „ Passes (Army Form B. 295) Cloth 1 8 

„ „ Daily Messing Book. Plain or with letter of Co. „ 18 

„ „ Army Orders ,, 10 
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Defaulters' Oases, made in Leather, with Thumb Screws, Strap 
and Buckle, Lettered with Title and Company. Warranted to 
keep the leaves from falling out. These cases are made large 
to take all sizes of Defaulter Sheets, and to protect the edges. 
Will last for 10 years 10 

Despatch Case for Troop or Company. For carrying Documents 
and Forms between Orderly Room and OiSice ; will be found very 
useful on Parade. Made in Leather, with pocket, strap and 
buckle. Lettered in gold with crest of Corps and letter of 
Company 7 

Duty Rosters, strongly bound in Cloth 2/6 ft 4 

„ „ Sheets PerDoz. 1 6 

Drill Oertificate for Musketry, Printed on strong Paper, Per Doz. 9 

Daily Messing Books, to last one Month 4d. each, or Per Doz. 3 

Extracts ftom Queen's Beffulations and (General Orders 
affecting all Non-Gommissioned Officers and Men. For 

hanging in Barrack Rooms PerDoz. 2 

Firing Exercise- Corrected to date, from time to time, as alter- 
ations take place at Hythe. All Non-Commissioned Officers 
wishing to pass their Musketry Examination and obtain their 
Certificates should possess a copy. Single Copies, 3d. Per Doz. 2 

Fire Engine, Instructions for the Mounting and Working of ... 3 

Free Kit Issue Sheets, Oases for, to Match Defaulter Sheet 

Covers 7 o 

Guides and Markers' Duties in Oompany Drill (illustrated) 

Single Copies, 9d PerDoz. 7 6 

Guides and Markers' Duties in Oompany, Battalion, and 

Brigade Drill (fully illustrated) 2 

Guide to Official Letter Writing and Orders. By an Army 

Schoolmaster. 3rd Edition 1 6 
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Instruction Oards for Cleaning Martini-Henry Rifle and 

Carbine, 2d Per doz. 1 6 

Inspection Cards usedat Genl's. Inspections.Infantry, Per Doz. i 

„ Cavalry, Per Doz. 2 o 
Instructions for Packing the Valise in time of Peace and 

War Per Doz. 6 

Kit Plate (Illustration showing Kit on Bed), Infantry. 

Issued Officially. No. 1 Per Doz. 1 

Kit Plate (Illustration showing Kit on Bed), Highland. 

Issued Officially. No. 2 Per Doz. 1 

Kit Plate (Illustration showing Kit Laid down on Parade), 

Infantry. No. 3 Per Doz. i 

Kit Plate (Illustration showing Kit on Barrack Boom 

ShelO. No. 4 Per Doz. 1 

Kit Plate (Illustration showing Kit), Highland Field 

Kit. No. 5 Per Doz. 1 

Kit Plate, Militia (Infantry) Kit on Parade, 

„ „ „ No. 6 Per Doz. 1 

„ „ „ No. 7, Kit on Bed „ 10 

„ (Highland Begts.) No. 8, Kit on Bed ■■ „ 10 

Note Books, see Page 18 from 6 

Orderly Sergeant's Detail Book, to last twelve months, 

for 80 to 200 men. Arranged for Home and Foreign Service 5 

On Guard Writing Companion, made in leather, fitted with pocket 

to hold Army Forms and Foolscap, Penholder, Pens and Pencils 2 6 

This is the most useful Stationery Case ever made for the 
Army. For compactness, finish and strength, it is very 
ingenious. It can be put in a valise, or folded up with the great 
coat. For Non- Commissioned Officers on gaard, in the field, or 
on board ship, it will be found invalaable. 

Proof Books for Proving Company's Monthly Accounts 

Will last twelve months ... ... ... ... ... ... 50 

„ Sheets „ „ „ „ „ each O 3 

These sheets are for the Beoapitnlation of the Company's 
Accounts. 

Passes (W.O. Pattern) Per 100 6d. ; Per 1000 4 

Pay Sergeants' Index Beady Reckoner i o 
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Pay-Sergeant's Oomplete Account Book, to last twelve months, 

for 80 to 200 men. 5th Edition. Airanged for Home and 
Foreign Service. The Pay Sergeant's Complete Acoonnt Book 
has been arranged with a view to assisting Pay Sergeants 
in keeping all the information necessary for filling in their Pay 
Lists, & other useful information connected with their company. 

Contents: — Nominal and Descriptive Roll; Roll of Arms; 
Equipments, &c. ; Clothing Roll ; Necessaries ; Return of 
Arms and Accoutrements ; Rations ; Distribution of Arms 
and Accoutrements ; Bedding ; Furloughs ; Deficiencies of Kit 
of Absentees ; Classes of Instruction ; Monthly Cash Account ; 
Stoppages for Wives and Children ; Charges against Corps and 
Companies; Clothing Return for Recruits; Kit Inspections; 
Extracts from Regimental Orders ; Monthly Course of Training ; 
Musketry Drills ; Returns, &c. ; and blank ruled paper 

at end bound in Black Cloth 5 

Do. do. do. do. bound in Leather 7 6 

C^T The great success of our Pay Sergeant's Complete Account 
Book having caused several imitations, we wish to warn yon to 
guard against being deceived, by ordering direct from us. 

Register for Marking Up Musketxy Drills and Attendances 

during MontMy Course of Training 2 o 

Sights for Wind-Guaging. Supplied with Red, White or Bine 

Sight Lines per 100 4 

Sergeant's Pocket Book, for Home and Foreign Service. 
By William Gordon, 2nd Batt. Gordon Highlanders. For 
Opinions of the Press see Page 21. Leather, 3/6 ; Cloth ... 2 6 

Swimming Oertificates PerDoz. 2 

Squad Book for Pocket— Infkntry i 

y, » » » Cavalry 2 6 

» „ „ Militia 1 

We are selling thousands of these Pocket Squad Books 
annually and can justly say that they are by far the best, 
cheapest, and most complete Roll Books. 

Target Practice Register Cover. Black Waterproof i 6 

Judging Distance Register Cover. Black Waterproof l o 

" We pay Special Attention to all new Forms and Books that are useful 
to Color-Sergeants ; therefore any new work required cam, he supplied a few 
hours after its issvs. If you don't find what you requvre in this Ust^ plea^se 
write for it.** 

New JlluBtrated List for O.C. Companies and Colour Sergeants, poet freeonappUcation. 

BROMPTON WORKS, CHATHAM. 
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WAR OFFIOE FORMS KEPT IN STOCK. 

ALL THE LATEST PATTERNS 100 1,000 

Absentee Reports, B 290 9d. 5/- 

Crimes, B 252 l/- 6/- 

Daily Parade States, B 288 2/> 15/- 

Memo. Forms, 348 l/- 6/- 

Morning Sick Reports, B 256 1/- 6/- 

Minor Offence Reports. For Battery, Troop or Company 1/- 6/- 

Musketry Transfer Register, B 193 2/6 

Passes, B 295 6d. 4/. 

Ration Returns, B 289 i/- 6/- 

Return of Accoutrements and Appointments, B 293 2/6 18/- 

Weekly Church Parade States, B 258 2/- 15/- 

Defaulters' Sheets, B 121 2/6 18/- 

EstimatesofPay, M1430 2/- 15/- 

Free Kit Issue Sheet, B T^ 9 2/- 15/- 

Company or Troop Monthly Musketry Return, B 186... 2/6 

Instructions for mlin^ in the above Return . . . ea«h 3d. 
Company or Troop Musketry Prize Statement Form, 

01716 2/6 

Inventory of Kit, B!253 2/. 15/- 

each. doz. 
Defaulters' Sheet Specimen Form B 121, containing 

instructions for the filling in of the Eeports 4d. 3/- 

Order Book, Army Book, 137 1/6 16/- 

Signalling Scribbling Book, Army Book, C 119 i/- lo/. 

Daily Messing Book, A. Book 48 4d. 3/- 

Pay and Mess Book, N 1504 6d. 5/. 

Pay List, N 1505 9d. 8/- 

Pay-Sergeant's Cash Account Sheets, N 1474 8d. 2/. 

Company or Troop Annual Musketry Return, B 192 6d. 5/- 

Target Practice Register, B 188, for Volley or inde- 
pendent Firing Id. 1/- 

Register of Judging Distance Practice, B 189 id. 9d. 

Target Practice Register, B 190, for individual Firing id. i/. 

Road Report, K 1305 3d. 2Jf. 

Scale of Fines for Drunkenness. B 138 id. i/- 

On Outpost Duty, Questions and Answers, for hang- 

ing in Barrack Rooms ... ... ... ... ... 3d. 2/- 

Diagram for Testing Rifles per doz. 2/- 

FORMS FOR VOLUNTEERS. 

per Doz. per 100. 

New Musketry Requirements for Efficiency 6d. 1/6 

Company Parade States 9d. 4/- 

Guard Reports 9d. 4/- 

Glass Register & Individual Target Practice, E 553 . . . 1/6 6/. 

Target Cover for above each 1/6 doz. 15/- 

Case to hold Co. Annual Musketry Return . . . each 2/- 
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PERMANENT PASSES, 

In accordance with 0.0. 36 y March. 

These Permanent Passes are now being universally used 
throughout the Service, they are made in three sizes, suitable for 
the pocket, as under ; No. 1 size can be supplied with Army Form 
B 295 inside, they can also be printed to any Regimental Pattern 
for initialling monthly or otherwise ; if 50 or more are ordered, 
the Crest of Corps is added free of charge. 

We may add, that since the issue of the new G.O. re Passes, we 
have sold over a Hundred Thousand. In most Corps they are sold 
at the Regimental Canteen at 2d. each ; and wherever they have 
been tried, the men have gladly purchased them. 

No. 1 8lze folded, No 2 size folded, No. 3 size folded, 

3-ins. X 2^ins. 3-ins. x 2-ins. 2^-ins. x 2-ins. 

SAMPLES SENT ON APPUOATION, 

AU one Price as under — 

1 dozen, 3/-; 50 @ 2/6 per dozen; 100 @ 2/3 per dozen; 

200 @ 2/- per dozen ; 500 @ 1/9 per dozen ; 1,000 @ 1/6 

per dozen- 

Strongly made in Red and Blue Cloth, and in Green 
Cloth for Rifle Battalions. 

They oan also be supplied with the Gases made in Regimental Colonrs. 

The Passes quoted above are all made of very best 
strong clothy but can be made of a cheaper cloth^ if 
desired^ and also at a cheaper price. 



PROMPTITUDE IN DESPATCH OP GOODS IS ONE OF OUB SPECULITIBS. 



31 

SERGTS'. & CORPLS'. MESSES. 

Books strongly recor/Mnended for Mess Tables. s, d. 

Infantry Fire Tactics 

Company, Battalion, and Brigade Drill made Easy 

Catechism on C ompany and Battalion Drill 

Guide to Official Letter Writing, Orders, &c 

Guide to First C lass Army School Certificate 

Sergeants' Pocket Book 

Military Sketching Made Easy 

Blotting Pads with Leather Corners ... each 1/6 and 

The Best, Cheapest, and Prettiest Dance Invitation Cards 
Programmes yet introduced for the Service, with Regimental Crests. 

DANCE PROGRAMMES. | DANCE PROGRAMMES. 
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INVITATION CARDS. 

100 6/6 

200 11/6 

300 15/6 

500 24/- 



Wlthout Cords & Pencils , ♦„^lll?A*J?i'««i'?I® J?"*!' m 
tassels & pencils attached 

100 10/6 100 21/. 

200 19/. 200 38/. 

300 25/. j 300 52/. 

500 35/- 1 500 80/. 

Envelopes to fit Invite Cards, with Crest of Regiment 2/. per 100. 

Orders executed within a few hours, and proof sent (when required) by 
return of post. Samples can be had on applicatton. 

Cloak-Room Tickets, on stout paper, good bold figures in duplicate, and 

perforated centres. Packet 1 — 1 to 200; Packet 2 — 201 to 400; 

Packet 3—401 to 600. All at 2/. per Packet. 

BALL ROOM PROGRAMME STAND, 7/6. 

made in leather, gold lettered, supplied with bold figures from 1 to 20, 

and names of all dances (including Supper Dance), which maybe instantly 

changed. For Balls and Qaadrille Parties they will be found indisponsable. 

Made to stand, or hang up. 

Begimental Playing Cards, with the Crest of the Regiment, can be 
supplied without extra charge for Crest if six dozen packs are ordered. 

Firat Quality, with Crest, Beautifully Printed in Colours, 

@ 27/- per dozen. The printing is guaranteed to be perfect. 

Second Quality, with Crest, Beautifully Printed in Colours, 

@ 23/- per dozen. 

No charge made for Steel Plate. Samples upon application. 

Best Playing Cards at 10/-, 12/., and 18/- Per Dozen Packs. 

Sergeants' Mess Rules, Billiard Rules, Proposition Books, Inventory and 

Mess Property Books, Tradesmen's Order Books, Caterers' Stock Books, 

Daily Liquor Consumption Books, Balance Sheet Books, Messing Books 

Ac., printed and bound to order. 

"heading Gases for Newspapers and Magazines. 

See Library List of Prices on Page 38. 
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OFFICERS' MESSES. 



The Roytil Set of Officers* Mess Aoootint Books (copyright) arranged by 
Qr.-Mr. D. White, Manchester Regiment. 



«. d. 
No. 1.— Order Book, containing 300 Perforated Order Forms, bound with counter 

parts 5 

No. 2.— Gash Account. Foolscap size, 13in. by 8in., Printed and Ruled, Fa^ed 

and Bound in Leather 12 

No. 3.— Ledger. Double Foolscap size, 26in. by lein., containing combined forms 

for all chaiges, Folioed, Printed, Baled, and Bound in Leather ... 28 

No. 4.— Cellar Book. Medium size, 22in. by ISin., Ruled, Printed, Paired and 

Bound in Leather 24 

No. 5.— Messing Account. Double Foolscap size, 26in. by 16in., Buled, Printed, 

Paged and Bound in Leather 24 

No. 6.— Daily Wine Account. Double Foolscap size, a6in. by 16in., Ruled, Printed, 

raged and Bound in Leather 24 

No. 7.— Mess Sergeants' Stock Book. Double Foolscap size, 26in. by 16in., Ruled, 

Printed, Paged and Bound in Leather 24 o 

No. 8.— Summary of Monthly Accounts. Double Foolscap size, 26in. by lOin., 

Ruled, Printed, and Bound in Leather 24 

No. 9.— Breakage Book. Foolscap size, 13in. by 8in., Ruled, Printed and 

Bound in Leather 10 

No. 10.— 7isitors' Book. Foolscap size, 13in. by 8in., Ruled, Printed, and Bound 

in Leather. Will last for many years 12 

No. 11.— Minute Book. Foolscap size. 13in. by 8in., Ruled, Printed and Bound 

in Leather 10 

No. 12.— Stock Book. Foolscap size, 13in. by 8in. A., Linen; B., Silver; 
0., Glass ; D., Furniture. Each Book Printed, Ruled and Bound in 
Leather 12 

No. 13.— Guest Book. Medium 4to. size, 21-in. by 9-in., Ruled, Printed and 

Bound in Leather 10 

No. 14.— Caterers' Daily Account of Messing Stores Purchased ".. 12 

No. 16.— Caterers' Monthly Grocery Account Book 12 

No. 16.— Whist Book 12 

250 500 1,000. 

Daily Messing and Wine sheets, size 21in. by 16i in 36/- 60/- 90/- 

Mess Debit Forms, size 4iin. by 7iin 7/- 10'- 15/- 

Mess Bills of Fare, size 4iin. by 7iin 6/- 10/- 15/- 

Mess Washing Books containing duplicate forms with special washing listd, each 2/- 
Gases for Names of President^ Vice-President, Ac, in Whole Red Leather, to 

stand on mantle-shelf or to hang up. Gilt finished each 8 O 

Guard Books for Invoices, size 12in. by 9iin., i-bonnd each 5 O 

Guard Books for Receipts „ „ „ each 6 O 

Best Rubber Stamps, for Papers and Linen each, from 3 6 
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RECREATION ROOMS AND 
LIBRARIES. 



:o: 

Books strongly recommended for Library Tables, 
Hints to Toung Soldiers ... 
Guide to Civil Employment 
Catechism of Military Training 
Guides and Markers Duties 
Infantry Fire Tactics 

Company, Battalion and Brigade Drill made Easy 
Catechism on Company and Battalion Drill ... 
Guide to obtaining a 1st Class Army School Certificate 
Guide to OflScial Letter Writing, Orders, &c. ... 

Hythe Certificate Made Easy 

Sergeants' Pocket Book 

Soldiers' Shooting 

Military Sketching Made Easy 



8. 


d. 
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Blotting Pads with best Morocco Leather Comers, 1/6 and 2/6 each. 

Playing Cards at 10/- and 12/- per Doz. Packs. Specially manufactured. 

Pens 1/6 per Gross, Blotting Paper 1/6 and 2/- per quire. 

Penholders 3/- per Gross, Best Ink 1/- and 2/- per R)ttle. 

Gummed Labels for Books, Plain or Printed, 1/6 per Packet. 

Tradesmen's Order Book, 8/6. 

Bubber Stamp for Marking Papers, Magazines, Ac, iBvith Crest of Regiment 

and the word Library below, best quality with Everlasting Ink Pad, Ac, 

complete, 16/- 
Ditto, ditto, 2nd quality, with Ordinary Pad, 12/- 
Reading Cases for Newspapers and Magazines, prices according to quality. 

Beet 
Leather. 

6/. 
7/- 



All the Tear Soand 

Aigoey 

Army and Navy 

Army List 

Belgravia 

Blotting Gases... 

Bradshaw 

Broad Arrow ... 

Cassell's Magazine 

Century 

Chamber's Journal 
Giyil&MiUtaryGhiz. 
CtomhiU... .. 
Family Herald 

Field 

Fun 

Good Words ... 

Graphic 

Harper 

Home News ... 



Ck>mmon 


Best 


Cloth. 


Leather. 


2/- .. 


6/. 


. 2/. .. 


. V- 


2/9 .. 


7/- 


2/. .. 


4/- 


V- .. 


. 4/. 


8/- .. 


7/. 


2/. .. 


. 4/- 


2/9 .. 


. 6/6 


2/- .. 


. 6/- 


2/- .. 


. 6/- 


2/- .. 


6/. 


8/6 .. 


. 8/. 


2/- .. 


4/- 


V' .. 


. 6/. 


8/- .. 


7/- 


2/- 


6/. 


2/. . 


6/- 


8/- .. 


7/- 


2/- .. 


6/- 


2/9 .. 


6/6 



Household Words ... 
ninstrated News . . . 

Judy 

Leisure Hour 

Longxnan's Magazine 

3Cacmillan 

Nineteenth Century.., 
Overland Mail 
Pictorial World 

Pioneer 

Punch 

Regimental Paper ... 
Saturday Review . . . 
Bportingft Dramatic 

Temple Bar 

TitKts... 

Truth 

United Service 

Vanity Fair 

World 



Common 
Cloth. 

. 2/. .. 

: I :. 

%■ :: 

2/. ., 

2/. .. 

2/9 .. 

8/. .. 

8/6 .. 

%. ■: 

2/9 .. 

8/. .. 

2/. ., 

2/- .. 

2/9 ., 

2/9 .. 

2/9 .. 

29 .. 



6/. 
4/- 
4/- 
6/. 
6/6 
7/- 
8/. 
6/- 
6/. 
6/6 
7/- 

t 

6/6 
6/6 
6/6 

7/. 



To all Leather Oases the title of Regiment is added free of charge. 
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BOOKS AND FORMS 

FOR 

GANTEBNS & COFFEE SHOPS. 



ACCOUNT BOOKS. In accordance with Queen's Regulations— 



Price. 

25/- 
10/- 



FoRM A. General Monthly Stock and Cash Ledger 

B. Cash Book of Daily Takings 

C. Daily Stock Book 

D. Tradesmen's General Ledger 15/- 

B. Invoice Order Book 3/6 

F. Monthly Abstract of Receipts A Expenditure, in Books of 50 12/. 
F. do. do. in Sheets, 50 7/6, 100 12/. 

Troop or Companies' Monthly Messing Account Book 15/- 

The above Books are made of the best Account Book Pa/per, strongly Bov/nd 
in leather. Lettered in goldy and with printed list of Articles to last for years. 

Daily Messing Books, Official Pattern per doz. 3/- 

,, ,, ,, Covers for same each 1/3 

Price List of Articles sold in Canteen. Size 26-in. by 16-in., 

25 2/6, 50 3/6, 100 6/- 

List of Articles giving percentage Form, Army Form F, 707, 26 2/-, 
50 3/., 100 4/-. 

Canteen Debit Forms, Statement of Company Accounts, Memorandum 

Forms. 

Regimental Stationery Packets. 

Note Paper and Envelopes stamped with Regimental Crest in any colour. 
No charge for dies . Every Regimental die is kept in stock. 

No. Ij containing 3 Sheets of Good Note Paper and 3 Good Square 
Envelopes, stamped in relief. 

No. 2, containing 4 sheets of Good Note Paper and 4 Good Square 
Envelopes, stamped in relief. 

Stamping Guaranteed to be Perfect and done by Hand* 

We have now the honour of supplying over 200 Canteens throughout 
the Service in all parts of the World. 

Sheets of Canteen Books also kept in Stock for Detachment Canteen. 



^^ Presidents of Canteens, Coffee Shops, Recreation Rooms, <lhc.y 
are requested to send for the Special Canteen Price List. *^i 
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LIST OF DEPARTMENTS. 



-:o: 



Engraving. 

Having executed orders for a variety 
of Visiting, Complimentary nnd Ball 
Programme Cards, Ac., we are prepared 
to submit numerous samples. 

Bookbinding. 

We have increased our facilities for 
Bookbinding, and are prepared to un- 
dertake any orders for that department, 
and can guarantee execution with as 
much dispatch as is consistent with 
good workmanship. 

Gold Blocking. 

Regimental Crests, Badges, and 
Colours stamped in gold upon any article 
made of leather or cloth. Brass Stamps 
designed and engraved for blocking. 

Lithographic Printing. 

We can submit various samples of our 
Lithographic Work, such as Plans of 
Kit, Regimental Flags, Badges, Music, 
&c. 

Publishing. 

We are prepared to make arrange- 
ments with authors of approved Military 
Books for printing and publishing of 
such works on the most liberal terms^ 
Authors are invited to forward a speci- 
men copy of their work. 

All Goods sent Carriage Paid to 
any part of the World. 



Letter-press Printing. 

Estimates will be forwarded for Stand, 
ing Orders, Regimental, and any de- 
scription of Miscellaneous Printing ; the 
utmost expedience used in prodnctisn 
of the work. 

Music Printing. 

We undertake to publish Regimental 
Marches, Bugle CaUs, &o., with the 
Crest. Motto. Ac. of the Regiment on 
Cover. Samples upon application. 

Stationery. 

Being large buyers of Stationery, we 
can supply Canticens and Messes, at 
wholesale prices, in quantities. 

Belief Stamping. 

The large number of orders which are 
being constantly received, afford a most 
satisfactory proof of the opinion of our 
customers, on the production in this 
branch of the trade. 

Copper-plate Printing. 

Visiting, Complimentary, Wedding, 
Invitation, Menu and Band Programme 
Cards, Book-plates, Creata, Ac, printed 
in best style. 

Die Sinking. 

Dies sunk by first-class Artists in the 
newest and most fashionable style : 
Crests, Arms, Badges, Monograms, 
Mottoes, and Addresses. All Regimental 
Dies kept in stock. 

TroA^ellera sent to any Regiment 
in England, if desired. 
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I^RiiNTING 



Brampton Works now being one of the Largest 
Steam Prmting Factories in England^ we undertake 
to print all kinds of work^ from a Door Card to a 
copy of the Queen* s Regulations. 

We have lately published the complete 
Standing Orders of the followvng Regiments: — 
20th Hussars ; Middlesex Begt. ; 2nd West I. Begt. ; 
JE. York. Begt. ; Bedford Begt. ; Oonnaught Bangers; 
Essex Begt; Coldstream Guards; Seaforth High.; 
Boyal Irish Bifles ; Berkshire Begt. ; Dorset Begt. ; 
Leicester Begt. ; York. Begt; Boyal Irish Fusiliers ; 
Northampton Begt ; Worcester Begt. ; Sf Suffolk Begt. 

Also the Historical Becords of the AMh^ The East 
Essex Begt. ; 89fA, The Boyal Irish Fusiliers; amd 
6th Dragoon Guards (Oarabiniers) . 

They are pronounced to he the best that have ever 
been published^ both for the high^class style of 
Printing, Sfc^, and excellent Binding, for which they 
are universally admired. 

We shall have pleaswre in sending specimen 
copies for inspection to any customer desirous of 
seeing them. 



Gay lord Bto^. 



Syracuse 



^5.V^ 



%M.JJ^«-^^^^^°^ 
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